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ADDRESS TO STUDENTS. 

Wit the sanguine hopes which seem to be inseparable 
€rom youth several hundreds of young men will in October 
commence the study of medicine. Year by year the 
examinations have grown in extent and difficulty, the 
fength of the curriculum has been increased, the percentage 
of failures has risen, yet the entries at the medical schools 
show but little signs of diminution. To those who propose 
to enter a medical school we would urge that it is only 
after carefal consideration that anyone should think of 
becoming a medical student. Five years of study are 
required—a large section out of most lives ;{the intellectual 
capacity needed is far greater than would} have sufficed 
fifty years ago; the lengthening of the course of study 
has increased the pecuniary outlay; and, last!y, the physical 
strain of these five years is by no means small, and only too 
many “faint by the way.” It has recently been suggested 
that a physical examination should precede the commence- 
ment of medical study, that a certain height and chest 
measurement should be required of all medical aspirants ! 
This is going too far, for such a rule would have excluded 
many who have been brilliant ornaments of their pro- 
fession ; but it is undeniable that the strain is great, and 
when qualified the medical man will find that in a busy 
practice night work and long hours will make the strain 
greater still. A good constitution, therefore, is invaluable 
to every medical student. 

What should be the mental equipment of a young man 
commencing the study of medicine! It cannot be too 
good, for not only can the man who has already studied 
much all the more easily study more, but a good preliminary 
mental training is of value in many ways. The student who 
has scraped through his preliminary examination with the 
minimum of knowledge will often encounter unexpected difli- 
culties where the man of wider general learning will find none. 
Even a knowledge of Latin and Greek, which it is now so 
much the custom to despise, is of value, apirt from the 
effect it has in mental training, in supplying meanings to 
lengthy technical terms, where the untrained eye sees only a 
crude concourse of meaningless syllables. The subject of 
the preliminary education which is desirable naturally leads 
to the question of the entrance examination in general 
knowledge. Except in the case of those who are proceeding 
to the older universities the matriculation examination of 
the University of London offers the greatest advantages ; it 
és accepted by most of the examining bodies, and, in 
addition, it affords the student an opportunity of proceeding 
later to the examinations for the degrees of the University 
of London, should he be soinclined. It is certainly some- 
what more difficult than some of the other entrance exami- 
gations. but the difference is not so great as it was. 
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Having successfully encountered the difficulties of the 
entrance examination, the question of what hospital should 
be chosen arises. The numerous excellent medical schools 
in the provinces which have arisen during the past few years 
are as well-equipped and arranged as any London school, 
and the men they turn out are as well trained as those 
from London, but the clinical facilities of the metropolis are 
so great that every student would do well to spend at least 
a part of his hospital course in London. The medical 
schools of London are numerous, and into the choice of a 
school many considerations will enter. Asa rule, if, as is so 
often the case, the student is the son of 2 medical man, he 
will probably go to the hospital where his father was 
educated. As to whether a large or a small school is to be 
preferred, it is difficult to give a definite answer. Each 
has its advantages and disadvantages; the quality of the 
teaching necessarily varies according to the abilities of the 
individual members of the teaching staff, and therefore will 
depend upon them rather than on the particular school. 

Having chosen his medical school, the student sees before 
him five years of hard work before the goal of qualification can 
be reached. ‘‘ Nil sine magne vita labore dedit mortalibus.” 
If the five years are well spent the training which the 
student has undergone will have fitted him to practise his 
profession with benefit to his patients and with credit to 
himself. If the five years are ill-spent he may utterly fail 
in obtaining any qualification, and may have to fill the very 
undesirable réle of an unqualified assistant (always provided 
that the General Medical Council does not entirely prohibit 
the employment of unqualified assistants), ‘‘ full curriculum, 
sine diploma,’’ or should he ultimately obtain a qualification 
his practice can only be unsatisfactory to others and to 
himself. 

It is rather the custom nowadays to decry lectures ; and 
though, perhaps, in these days of excellent text-books 
lectures are not of such pre-eminent importance as they once 
were, yet it is highly desirable that the student should 
attend all the lectures belonging to the course and attend 
them diligently, for there is a vitality in the knowledge 
obtained from a living teacher which cannot be got from 
even the best text-books. Note-taking has by some been 
undaly praised, and by others to an equal extent it has been 
unduly blamed. Anything like verbatim note taking can 
only serve to distract the student's attention from the 
substance of the lecture, and the notes will be too 
voluminous for use; it is quite unnecessary; but note- 
taking to a reasonable extent not merely offers n> hindrance 
to dae attention being paid to the lecture, but materially 
assists the student is listening attentively to all that is said. 
The value of the notes taken will vary greatly, but in many 
cases they will serve as text-books for all ordinary 
examinations. There can be no doubt that the student will 
find a knowledge of shorthand to be of very great 
value. 

Practical work at the present time forms so large a part of 
the student's course that the importance attached to it is 
obvious. In the present great increase in practical work we see 
the chief difference between the methods of instruction in 
use now and those employed in former days. An object 
seen is much more easily remembered than one which has 
ouly been read of, and in practical work also habits of 
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accuracy in observation are formed. Accuracy and thorough- 
ness are of the chief importance in all the work a student 
has to do. Without accuracy knowledge is almost worth- 
less, for it cannot be depended upon, and without thorough- 
ness what has been learned cannot be trusted ; one fact well 
and thoroughly learned is of more value than a dozen facts 
which have been learned so superficially and so imperfectly 
that they cannot be easily and accurately recalled. 

The whole course of medical study after the passing of the 
preliminary examination naturally resolves itself into three 
parts. The first part includes the preliminary science work 
which has now been adopted by all examining bodies ; the 
sciences taught are chemistry, physics, and biology. In 
some cases the examination in biology is so superficial that 
the amount of knowledge required can be of no real use 
to the student, but in other cases, as at the preliminary 
scientific examination of the University of London, the 
examination forms a very usefal introduction to the study 
of the more technical subjects. The second stage includes 
anatomy and physiolcgy, and on the careful study of 
these two subjects depends much of the success of the 
student when he shall come to the study of medicine and 
surgery, for if the anatomy and physiology have been only 
superficially learned, endless difficulties will meet the 
student later. Especially is this the case with anatomy ; 
it is the very foundation on which medicine and surgery are 
built, and, moreover, it always forms a part of the examina- 
tion in surgery. Many attempt to learn anatomy from books, 
but it can only end in failure. What is so learned is quickly 
forgotten ; there is but one satisfactory way of learning 
anatomy, and that is by dissection. 

Until the examination in anatomy and physiology has been 
passed no hospital work should be done ; the work in which 
the student is engaged is quite sufficient to occupy all his 
time, and clinical work carried on at the same time would 
only distract him. 

In the third stage come the “ final” subjects—Medicine, 
Surgery, and Midwifery. Most students prefer these subjects 
to those which precede them, and, indeed, all will allow that 
there is naturally a greater interest in them, as they 
will occupy the student in his after life. 

We now have to speak of examinations; they are an evil, 
but a necessary evil, as in no other way can a student's 
fitness to practise be ascertained. It is of very great im- 
portance that the amount of knowledge required for any 
examination be correctly estimated, for if this is not done a 
student may fail at an examination, not because of want of 
diligence, not because of deficiency in ability, but because 
he has wrongly estimated the quantity or quality of the 
knowledge required to sa:isfy the examiners. It is therefore 
very desirable that the student should not take too narrow a 
view of any examination, that he should not confine himself 
necessarily to a single t+ x'-book, that he should not refuse 
to study any particular pict of a subject, merely because 
it is not required at the examination for which he 
is preparing, for the examination is not everything; 
the real object of siudy is to fit him for the 
practice of his profession, and therefore everything 
that will render him a more capable physician or surgeon 
is of value. But it is almost equally important that 
the student should not {all into the opposite error, and 


read so much that he has not time to complete alljthe work 
required for the examination he has to pass. He must be 
‘* just before he is generous.” There is another error against 
which it is necessary to guard; it frequently happens that 
one subject or part of a subject is more to the candidate's 
liking than another, and so one subject is diligently studied 
and the other is neglected. The time at the student’s. 
disposal is very limited, the number of subjects which have 
to be studied is great, and it is necessary to arrange care- 
fully the time devoted to each in order to fit them all in. 
If the student has regularly attended the lectures and 
performed the practical work arranged for his examination 
he should be ready for that examination at the usual time 
and should pass. As an examination approaches there are 
few students who do not feel some apprehensions of failure, 
and the idea of putting off the evil day presents itself to 
many. It isa very dangerous practice to postpone entering 
for an examination, as it is only too easily repeated when the 
next time comes, and thus the whole course is lengthened 
unnecessarily. Of course, there are unavoidable causes, such 
as illness, which may necessitate deferring an examination ; 
but with these cases we are not dealing. If the student has 
worked well he should enter at the appointed time. 

We have already spoken of the importance of good physica? 
health to a student at the commencement of his career, but 
it is equally necessary that he should not allow his health to 
fail from over-devotion to his studies, and it is still more 
important that those who at the beginning of their course 
are in weak health should use all available means to 
fortify their bodies for the strain which they will have to 
undergo. Every student should have some form of recreation, 
and at the present time it cannot be said that there is any 
lack of opportunities for physical exercise ; every medical 
school has attached to it cricket, football, cycling, and 
athletic clubs ; many of them have extensive grounds a few 
miles out of London. There can be no excuse for a student. 
who falls ill from want of exercise. The best mental results 
will be obtained by paying due attention to the physica) 
needs of the body; a healthy active mind cannot long exist 
in an enfeebled frame. Especially is a healthy body neces- 
sary in those who are doing clinical work ; hospital sore- 
throat and kindred diseases only occur in those who are ‘‘run 
down.” Many students need the warning we have given, 
but probably there are many others who should take care 
that physical exercise does not get more than its share of 
attention. Cricket and cycling especially are so engrossing 
that much valuable time may easily be wasted. It is impos- 
sible to lay down fixed rules ; some men undoubtedly require 
more exercise than others in order to keep in good health > 
the amount necessary must be decided conscientiously by 
every man for himself. Let neither the mind nor the body 
be neglected, but let each have its due share of attention. 
Every year, also, the student should take at least a month’s 
holiday, and though an hour’s daily reading during his 
vacation will do him no harm, yet he should endeavour to 
get as much good as possible out of the entire change of 
scene and habits of life. 

When the five years have come to an end, and the quondam 
student has obtained the coveted diploma, let him not 
think that he possesses all the knowledge he will need ; 
every true medical man is a student all his life. Many méa 
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mever realise how little they know of medicine and surgery 
antil the examiners have certified that they are capable of 
practising. After qualification every man who can possibly 
do so should obtain a resident post, if not in his own hospital, 
in one of the numerous hospitals in or out of London to which 
no medical school is attached. In such a post he will for 
the first time have real responsibility, with the advantage of 
the experience and knowledge of his chief in any difficulty. 

Later still the paths of medical practice diverge ; if a man 
decides to undertake general practice he will have to buy a 
practice or a partnership or he must make a practice. 
Which of these methods he will choose will depend greatly 
on his pecuniary resources, and in each there are difficulties 
and dangers ef which we have not space to write now. 
Should he intend to undertake consulting work there will 
‘be many years before him in which he must do an immense 
amount of work for which he will receive no pay, and even 
after many years of waiting he may never succeed in earning 
sufficient to pay his expenses. Truly the prizes are great, 
but the blanks are much more numerous. 

Every medical man should endeavour to keep up with the 
onward march of knowledge; the facilities afforded 
at present are very great; in addition to the 
professional journals, medical lending libraries put the 
latest knowledge within the reach of the country practi- 
tioner at 2 very small cost; and the post-graduate classes 
which have recently been established are of incalculable 
value to those who have allowed their knowledge to falla 
ittle behind the times. 

In conclusion we offer a hearty God-speed to those who 
are about to enter on the work which alone can render them 
Gt, and enable them to become legally qualified, for the 
practice of the profession of medicine. 


in 


THE COST OF MEDICAL EDUCATION. 

We have for several years been in the habit of placing 
defore our readers an estimate of the cost of medical educa- 
tion in order that those interested in arriving at the whole 
amount of this expense—which is by no means limited to 
such obviously necessary payments as fees, board, and lodg- 
éng—may have some trustworthy materials before them on 
which to found a decision about joining a medical school. 
We obtained our original information from personal com- 
munications as answers to a schedule of questions placed 
y the aid of the deans and registrars of the various 
medical schools in the hands of a certain number of 
selected students, who were requested to furnish in the 
form of replies the data from which a general statement 
could be prepared for the guidance of others. Although 
the habits of the individual students necessarily had 
@ great, even a preponderating, effect upon the replies 
che returns were sufficiently numerous to yield averages, 
and it was easy to see that the average man spent 
more money in the metropolitan centres than in the 
provinces, and that the standard of living and the cost of 
maintaining a given standard varied from place to place. 
The most complete statement that we received came from 
@ provincial student, whose great economy in the matter 
of personal expenses could only be looked upon as an 
example to distinctly follow. It would have been unfair 


to expect that every student could live so frugally as to 
support bimself and pay for rent and food (ten months), 
clothes, washing, recreation, fees, and even ‘‘ incidental” 
and ‘‘ unaccounted” expenses of the the small annual sam 
of £65. But these headings will serve as a plan upon 
which we can discuss the subject generally—premising 
that only general information can be given that is 
worth anything, as a medical stadent as much as any 
other young man can make his expenses as large as he 
wishes, while he can only reduce them to the point that 
is permitted by the circumstances under which he is 
studying. 

The cost of rent is the first item to be considered, and 
naturally enough is a charge which varies greatly with the 
locality. A student who occupies rooms in desirable 
quarters of London will pay from £2 to £3 a week on this 
account alone, whilst in many large provincial centres 
lodgings are almost as expensive-as they are in London. We 
may take it that a student’s rent for furnished apartments 
ought not to amount to more than one-quarter of the sum 
that he can fairly count upon receiving as income. If his 
parents can allow him £150 per annum (a large sum and one 
that is beyond the power of the parents of many medical 
students to set aside for one child) his rent should not 
be more than £1 a week. We are calculating that he 
will reside at the particular centre of education for about 
ten months during the year. In London it is not always 
easy to live near the hospital and obtain lodgings for much 
less than £1 a week, so that if a student can only expect 
£2 a week or £6 a month from his parents he is absolutely 
compelled to spend an imprudent proportion of his income 
in rent. Clearly none of this applies either to the students 
who live with their parents or those who are studying at a 
university for an arts degree concurrently. Nothing more 
definite on this subject can be said than that a careful man 
can live asa medical student on £80 per annum if he does 
not spend more than 10s. a week on his lodgings ; but he will 
not always find it easy to obtain the lodgings, and every 
shilling above this weekly sum will make it very hard 
indeed for him to make both ends meet. It is true that we 
heard this year of one medical student who sold the window 
at the top of the market in the boom of jubilee seats and 
cleared thereby several times his annual rent, but it would 
not be prudent for others to expect such good fortune. 

Referring to other centres, the rent of lodgings in Edin- 
burgh is considerably less than in London, but in Dublin it 
is about the same as in the English metropolis. In Edinburgh 
there is a sort of residential club known as University Hall 
which affords facilities of social intercourse and mutual 
aid, as, for example, in the lending of books, which is 
practised systematically among the resident students. In 
addition to these amenities, the institution secures them 
lodgings at a very moderate monthly rent. Glasgow lodgings 
again run at about the same level, whilst in Birmingham 
rent is cheaper still. The cheapest district of which we 
have any full information is Aberdeen, where both in the 
matter of rent and of food we have heard of an economy 
that is altogether exceptional, 2s. 62. a week in summer and 
4s. 6d. in winter, the additional shilling representing the cost 
of fuel to cope with the Scottish winter. In towns like Cork 
and Leeds the average rises above this limit, but 15s. a week 
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isa somewhat high charge. In the Irish provincial towns 
the rent of rooms is very low, 5s. and 6s. being by no means 
below the average. A somewhat higher rent is asked, bat 
still ranging about 10;. a week, in Eaglish provincial towns, 
such 43 Stockton, or Ragby, or Devonport ; but residence in 
these involves constant railway travelling, and would hardly 
be adapted for the purposes of a student’s career, unless some 
special considerations influenced the decision with which 
fine questions of comparative expense would not come into 
competition. The lodging accommodation afforded by resi- 
dentia\ colleges, hospitals, and the like institutions should 
be mentioned. Bat concerning these a word may suffice. 
The advantages of residence in a college are manifold, but 
they are chiefly of the intellectual and social kind. The 
cost is not less than that of private lodgings thriftily 
selected. There may also be in som? instances impatience 
on the part of the student of the control imposed by the 
regulations, which are necessarily devised for the orderly 
conduct of such institutions. Nevertheless, the select 
society, and even the inevitable restraint, of such institu- 
tions are of great service, especially to young students, who 
have reason to dread nothing more than solitude and an irre- 
sponsible control of any considerable proportion of their own 
time. On the other hand, the cost of board and lodging in 
such institutions is not greater than the average cost of the 
same accommodation in private lodgings in their neighbour- 
hood. A plan that involves no inordinate expense is to 
place a student in the house of a medical practitioner in the 
neighbourhood of the school which he is attending. It will 
be found that when the educational facilities thus placed in 
his way are taken into account, in addition to the mere com- 
mercial value of his board and lodging, the arrangement is 
usually a very economical one. The opportunities for doing 
this are, of course, not unlimited, but they are suflisiently 
numerous to merit mention here. A word of warning must 
be added. Every man who is willing to receive a student 
into his house and who offers advantages in the way of 
private tuition may not be capable of carrying out his 
promises. The modern curriculum is a severe one, and the 
preliminary scientific work is more severe than it was a 
generation or even a decade back. We recommend that the 
advice of the dean of the school be asked before any bargain 
is entered upon. 

Passing to the next heading, that of /vod, we may 
observe that here again nothing can be said precisely, but 
we can indicate the minimum sum that can be spent, and 
variation from this sum must be dictated by the student's 
purse. The prevalence of high prices or of lew prices, as 
the case may be, affects such figures very little, and we may 
say that £30 is, we consider, in London the least sum that 
will meet necessary expenditure on gooi food. There will 
be no real economy for student or parent in the attempt to 
save in this item. We again refer only to ten months in the 
year. 

Lastly, with regard to feces, the compo:ition fee which is 
published by the various schools, and is in a sense a com- 
prehensive charge, may easily be supposed to be more com- 
prehensive than it is. A glance at our tables will show 
exactly how it is arrived at and what it covers. B.oadly, 
it may be said to include all the professorial fees; but 


ig does not inclade dovks—that is a matter of course. 


Equally it does not include instruments, and these two 
items together cannot be fairly written down at less 
than £3 a year in an ordinary case. Many circumstances 
may occur to falsify this estimate. A successful 
student may largely supply himself with books by prize- 
winning, or access to a suitable library may minimise his 
personal requirements in this respect. With instruments, 
bones, parts for dissection, and the like, the case is some- 
what different, and the expenditure under these heads can 
only be avoided at the expense of the student’s education. 
A niggard hand in such matters makes therefore a grievous 
mistake, and this should be clearly appreciated at first, 
otherwise the temptation t> undue parsimony will be 
supported by a grudging mind. Another item which is for 
very good reason omitted from the composition payment 
is the charge for examination fees. The reason of this 
will be at once apparent if it is only considered that the 
teaching bodies and the examining bodies are distinct, and 
that whereas the composition fee represents a sum payable 
to institutions of the former class, the examination fees are 
receivable by institutions exercising the examining function. 
It will be hard to quarrel with an arrangement which is 
justified by the importance of paying the fee to the right 
person. Less obvious, but of the same kind, is the explana- 
tion of the circumstance that tutorial fees are not included 
in the composition. Many students pass through their curri- 
culum by the aid of lectures and professorial instruction 
only. This is very possible when only pass examinations 
are attempted ; but for competitive examinations additionah 
instruction is generally an indispensable preparatory. Such 
additional instruction must of course be paid for, but its 
occasional character prohibits its inclusion with the indis- 
pensable items in the comprehensive payment. 

To sum up, we have this position: The minimum sum 
that a student must be prepared to spend in London during 
a year on board and lodging is £60, though £50 will cover 
his expenditure in these directions in other centres, and 
less if he is careful. He can save 20 per cent. of this 
expenditure by living with a fellow-student to their mutual 
benefit. He must be prepared to spend £10 more at least in 
books, or instruments, or both. He will be almost the 
exception if he does not incur one or two extra liabilities ia 
the way of special tuition during his five years’ career. He 
will require another £10 a year as pocket money, and to 
these figures must be added his fees and the price of his 
clothes. We do not think that in london any young 
man should be asked to- attempt to maintain him- 
self entirely and pay all necessary fees and expenses of 
education as well upon a less sum than £100a year. That 
many receive less and, to their infinite credit, make it suffice 
and crown the self-denial of their youth with a success 
that is sweetened by the struggle to obtain it is undeniable ; 
but many more of their fellow-students receive larger 
allowances and find them inadequate. Upon individual 
instances, with their innumerable reasons for special treat- 
ment, we do not attempt to dwell, and we desire ous 
readers to remember that, roughly speaking, the figures 
which we now give for London are a little, perhaps 15 per 
cent., in excess of those that with the practice of economy 
would be found to apply to the provinces, Scotland, and 
Ireland, 
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Oar advice is very general and is as follows: If a student 
cannot command personally or by allowance from his parents 
£100 per annum, and look to receiving it regularly for at 
least four out of the five years of his curriculum, we con- 
sider that he is rash in these exacting days to embark upon 
our profession. These are almost identical with words that 
we have previously used in treating this topic, but no 
alteration in prices or conditions makes them less true. 


> 


THE FUTURE OF PHOTOGRAPHY IN ITS APPLICA- 
TION TO MEDICINE. 

PHOTOGRAPHY has come so rapidly forward of recent 
years as an aid to our senses, and in materially increasing 
the value of our observations, that no apology is needed for 
pointing out briefly the advantages which the practical study 
of the art would afford the medical student. The extremely 
sensitive photographic film only illustrates, after all, how 
dull is the perceptive power of the eye, and how far short 
of perfection it falls, considered in the light of an optical 
instrument. In recommending the student to practise photo. 
graphy we do not do so with any wish to burden him 
with another subject in his already crowded curriculum. 
We rather enjoin him t2 acquire a practical knowledge of 
photography because it tends to sharpen his powers of 
observation, to lead him to make faithful records, and to 
cultivate in him the artistic method. Indeed, we suggest it 
as a pleasant, instructive, and recreative pursuit, and in 
these days of dry and rapid plates and of cheap yet good 
apparatus there is nothing so simple as taking a photo- 
graph and taking it well. Then, again, the student's 
recently-acquired or freshened knowledge of chemistry will 
in no small measure erable him to obtain good results. At 
most medical schools now dark rooms are provided and other 
facilities afforded for taking photographs, since a knowledge 
of practical photography is found to be extremely useful in 
the dissecting-room, in the post-mortem room, in the ward, 
and in the operating theatre, while the capacity to take a 
micro-photograph is essential in the practical study of 
bacteriology and physiology. Even in these applications 
photography may be pursued as a hobby, but what a useful 
hobby! It is but a simple step from the photograph to the 
block picture used for illustrating published communications, 
and in describing cases of surgical or of general medical 
interest photography again and again proves an invaluable 
aid. 

We go a step further than this because the extreme 
sensitiveness of the photographic film has more recently 
laid bare certain phenomena which otherwise would probably 
to this date have remained unobserved. The phenomena we 
refer to are not interesting merely as phenomena, but, as is 
now well known, they have led to a remarkable application 
of photography to the diagnosis of disease and to the dis- 
ceroment with more or less certainty of hidden anatomical 
abnormalities or even of pathological conditions. We refer 
to the ‘‘x” rays. In addition to a good sensitive plate, the 


student requires for this work a good induction coil and a 
vacuum tube, but the camera is no longer necessary. Indeed, 
for many purposes the sensitive plate may be dispensed 
with, since the rays may be made visible by means of the 
flaorescent screen. Examples of photographs showing the 
iaternal structure of the body, of the organs, and the bones, 
or of hidden foreign bodies are now too familiar to need any 
further description. The discovery has brought to light one 
extremely important fact—namely, that there exist vibra- 
tions which are so rapid as to pass easily through what are 
otherwise opaqu? substances, and yet which fail to create an 
impression upon the optic nerve. Bat the sensitive plate 
reveals them just as it records an infinitely greater number 
of stars than the eye is enabled by the best telescope to see. 
The demonstrated existence of such highly attenuated 
matter must have a profound influence upon our pre- 
conceived ideas of the nature of that mysterious thing— 
the elementary substance, or matter. ¥urther, it has 
recently been shown that light or at any rate vibrations 
similar to it are emitted by almost al] substances. 
Perhaps the most remarkable example of this kind is 
afforded by uranium and its salts, which emit a peculiar 
kind of light which is dark to the eye, but which very 
distinctly affects the photographic plate. And, strangest 
thing of all, this property appears to be inexhaustible. 
Moreover, the radiations so obtained appear to be like the 
‘*x” rays, able to permeate such ordinary opaque substances 
as black paper, celluloid, &c. 

Another most promising development in photography, and 

one which will probably have an important bearing on medi- 
cine, is the recently announced discovery of a process by which 
the objects photographed may be displayed in all the variety 
of their natural colours. In this process the photograph is 
taken in the ordinary way and a print obtained. This is 
then immersed in a certain solution containing apparently a 
great number of chemical salts. ‘he nature of these salts 
and the quantity employed are at present a secret. The 
photographic print when placed in this mixture appears to 
exert a selective action, and the colouring matters applied 
to it have a certain tendency to attach themselves to those 
portions of the print which would be of a similar colour 
had the image been reproduced io natural colours. Thus, 
the colouring matters, when applied in succession, so com- 
bine or react on each other as to reprodace approximately 
the tones or tints of the original. ‘The process is not 
altogether a mechanical one, but requires some amount 
of skill, chiefly in jadging when the intensity of the tones 
is sufficient in order that the result may be artistic and 
true. It is quite evident that when the particulars 
of this process are made known an additional means of 
great importance and value will be at the disposal of 
surgeons and physicians for making more exact pictorial 
records of surgical and anatomical cases and morbid 
specimens. 
We are sure we have indicated sufficiently what profit and 
instruction may be gained from a knowledge of practical 
photography and its application, and we are confident 
that the medical student will not waste or burden his 
time by taking up this art, but, on the contrary, will 
find that there is much therein that is profitable and 
recreative. 
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Aut who follow the medical profession must be students 
for ever—students as much in the fifth year of their 
curriculum as in the first ; students as much at the end of 
their life's work as when confronted with their earliest 
patients. From every case for the real physician and the 
genuine surgeon a iesson has to be drawn: perhaps a new 
point arises, perhaps only a point confirmatory of what has 
been previously familiar ; but in either instance something 
worth knowing has to be learned. And this is at once the 
great difference between book-learning and the learning that 
is the outcome of practical observation. Toa certain extent 
the meed for book-learning may be finite, and to a great 
extent this need is modified by the idiosyncrasy ot the 
individeal. But no man from the moment that he places 
his foot on the lowest rung of the ladder of medicine 
can dispense with observation or the results of obser- 
vation. This need is never finite. A certain quickness 
in the detection of, and a certain facility in the reading 
of, the meaning of symptoms and signs and the influence 
of family history and environment are given to some in 
an extraordinary degree; but most certainly, should any 
man, being gitted in this fortunate manner, presume to 
think lightly of, perhaps to forego, some of the routine of 
observation, in the end he will be the worse off for his 
talents. He will make errors, and will speedily know him- 
self, and others will as speedily know him, to be a superficial 
and unreliable, albeit ocggsionally brilliant, adviser. For 
book-learning there is a @ubstitute—practical work; for 
practical work there is no substitute. 

And this difference between book-learning and the learn- 
ing that is the outcome of practical work and of the use of 
ali opportunities for observation precisely defines the right 
method of using books. They are to be employed in what- 
ever way will best assist in practical work. They are means 
to this end only. But all cannot employ books in the same 
way. heir use must vary immensely with the bent of the 
student's mind and the habits of work which he finds most 
readily conduce to the sure and speedy acquisition of know- 
1 So that in the selection of a text-book, always a 
matter of great importance to the student, not only the 
—_ number and variety of works render the choice exceed- 
ingly dificult, but infallible advice cannot be given; for 
gzood council to one man will be less valuable to another. 
in the appended lists of the standard text-books we have 
endeavoured by brief general remarks to divide the books 
more or less into three classes—two comprising books specially 
designed to assist the student in bis examinations, being 
elementary or comprehensive works required respectively for 
pass or honour examinations ; while the third class includes 
books of reference not designed to be exhaustively read by 
anybody, but rather to be consulted as a second or elucidatory 
opinien where anything in the text-books proper seems 
obseure or incomplete. But the pse that the student 
will be able to make of these three classes of books 
will vary entirely with his order of mind. To one man 
the small elementary book may be well-nigh sufficient 
reading. He will be able to use it as the skeleton of his 
knowledge and will endow it with tissues and life from 
his personal observation, by practical courses in his schoo], 
by clinical work in the wards, and by thoughtful attendance 
at lectures. ‘lhis is the student into whose work books do 
not largely enter. But inasmuch as it is easy to examine 
fairly and thoroughly upon book work, while it is difficult 
to lay down proper standards, and discover adequate tests, 
for the appraisement of practical work, the result of 
examinations must more or less depend upon the ability of 
the student to answer somewhat in text-book language 
jaestions framed somewhat upon text-book lines. There- 
fore it will be well for the student whose practical order of 
mind enables him, as it were, to write his own text-book by 
grafting his practical work on to an elementary manual, to 
revise his knowledge before entering for an examination by 
the light of a first-class text-book. This is the best and 
most feasible way of combining books and practical and 
clinical work for the formation of a medical education. But 
itis not in the power of every student to obtain an educa- 
tion in this manner. Practical work is easier to some men 
han to others, and lectures mean more to some men than to 


others. The receptive man will benefit by teaching which 
only arouses opposition in the critical man. ‘The reading of 
a large text-book by the criticglly-minded man—the man 
whose first impulse on hearing a fact is to doubt it or the 
deductions from it —may very often be the best way in which 
such a man can gain a knowledge of his subject. He gets an 
all-round look at it, and though he may not entirely under- 
stand everything that he reads he will obtain a general 
familiarity with this topic, and see the faliacy of the objec- 
tions which rise in his mind. ‘The bald statements for which 
alone the small manual can find room would arouse in him 
nothing but opposition, and he will be well advised to go 
straight to the big book where the explanations are included 
with the facts. But he must supplement his wider range of 
reading with as honest and as earnest a course of practical 
work as his less literary fellow-students. When confronted 
with his examination he will find, as hundreds of the most 
promising students of medicine have found to their consider- 
able discomfiture, that practical work is absolately necessary, 
that without it book-work is as nothing, that even to pass 
in the written part of the examination (for which he feels so 
amply equipped) will be almost impossible unless his know- 
ledge is fortified and made alive by some measure of practical 
experience, and, lastly, that no amount of book-work will 
ever enable him to answer questions by word of mouth. 

The short notes upon well-known text-books which follow 
will enable the student to ascertain the scope of each work, 
and, with the assistance of advice from his lecturer, he will 
be able to decide which book is most likely to suit him—that 
is, which book will best enable him to obtain full benefit 
from his practical work. He will not be able, perhaps, to 
decide this point at once ; if he is just beginning his career 
he cannot know for certain in which direction difficulties will 
assail him. But those are the points we desire to make for 
his information and encouragement: firstly, all good sound 
text-books have their place, for knowledge presented in one 
form to one man is more easily digested if presented in 
another form to another man ; and secondly, he must not be 
disheartened if books (or a particular book) seem to mean 
more to a fellow-student than they do tohim. It is natural 
that this should be so. If one student finds it difficult to 
follow the arguments of the larger treatises it is more than 
possible that to him all sorts of practical work will come 
as an illuminant. If another man finds that practical work 
wearies him and puzzles him, although he is earnestly, 
honestly, and conscientiously desirous of going through his 
proper course and learning all that it should teach hin, it is 
quite possible that what he requires is a general grasp of 
his subject, a sort of broad outline of it which would give 
a meaning to the details that he finds it so wearisome to 
acquire. It is unnecessary to say that our list of books 
might be considerably extended. It would be so if we had 
designed to make it exhaustive. But we do not suggest that 
the books which we mention are the only ones which the 
student can read with advantage. His regular course of 
reading will be dictated properly by advice from the lecturers 
at his school, and, in a measure, by the prevalent fashion 
at that school. We have only intended to place before him 
succinct information that shall guide him in his choice, 
while pointing out to him that all educational books are 
but a means to an end, and tbat end is practical knowledge. 


ANATOMY. 

The standard text-books on Systematic Anatomy are 
Quain’s and Gray’s. Both of ‘these have been recently 
brought up to date. Quain’s is the more scientific work, 
and is, indeed, the most advanced and comprehensive 
treatise on the subject in the English language, if not in 
all languages. Its morphological, histological, and visceral 
anatomy is unequalled. The volume on Embryology by 
Professor E. A. Scbiifer is the clearest and best history of 
development with which we are acquainted. An appendix 
has been published on Superficial and Surface Anatomy by 
Professor Thane and Professor Godlee, The work is now 
published in separate parts. 

Quain’s (Jones) Elements of Anatomy. Longmans, 
Green, and Co. The tenth edition. Edited by EDWARD 
Abert ScHArer, F.RS., Professor of Physiology 
and Histology in University College, london; and 
GrorGe Dancer ‘THaNk, Professor of Anatomy in 
University College, London. In three volumes. Vol. L, 
Part I. Embryology. By Professor Schiifer. Illustrated 
by 200 Engravings, many of which are coloured. 9s. 
Vol. I., Part I]. General Anatemy or Histology. By 
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Professor Schiifer. Illustrated by nearly 500 Hogravings, 
many of which ae coloured. 12s. 6d. Vol. Il., Part I. 
Osteology. By Professor Thane. Illustrated by 168 Engrav- 
ings. 9s. Vol. II., Part Ii. Artbrology, Myology, Angei- 
ology. By Professor Thane. Illustrated by 255 Engravings, 
many of which are coloured. 18s. Vol. IIL, PartI. Spinal 
Cord and Brain By Professor Schiifer. Illustrated by 139 
Engravings. 12s.6d¢. Vol. III., Part Il. The Nerves, By 
Professor Thane. Illustrated with 102 Ungravings, many of 
which are coloured. 9s. Vol. III, Part Ill. Organs of the 
Senses. By Professor Schiifer. Illustrated by 178 Engrav- 
ings. 9s. Vol. III, Part 1V. Splanchnology. By E. A. 
Schiifer, F.R.8., and Johnson Symington, M.D. With 337 
Illustrations. 16s. Appendix. Superficial and Surgical 
Anatomy. By Professor G. D. Thane and l’rofessor R. J. 
Godlee. With 29 Illustrations. 6s. 6d. 

Anatomy, Descriptive and Surgical. By Henry Gray, 
¥.R.S., late Lecturer on Anatomy at St. George’s Hospital. 
The thirteenth edition. 36s. London: Longmans, Green, 
and Co. Re-edited by T. PICKERING Pick, Sargeon to 
St. George’s Hospital, Member of the Court of Examiners, 
Royal College of Surgeons of England. ‘There are 
636 large Woodcnt Illustrations, a large proportion of 
which are coloured, the arteries being coloured red, the 
veins blue, and the nerves yellow. The attachments of the 
rouscles to the bones in the section on Osteology are also 
shown in coloured outline.—G@ray's Anatomy occupies 
a place only second to Quain’s. In popularity it is doubtful 
if it does not actually precede its larger rival, and for mere 
everyday work it has points of superiority; in many 
instances the diagrams are much clearer, if somewhat more 
diagrammatic, excessive detail being omitted. 

Human Anatomy: a Treatise by various Authors. Edited 
by Henry Morris, M.A., MB. Lond., F.R.C.8., Surgeon 
to, and Lecturer on Sargery at, the Middlesex Hospital, 
with 791 Illustrations, nearly all original, and many of them 
in several colours. 40s.—This is an excellent work. We 
may mention especially the description of the peritoneum, 
in which the arrangement of that complicated structure is 
set out with admirable clearness. (In one volume or in three 
parts.) 1893. London: J. & A. Churchill. 

A Manual of Anatomy for Senior Students. By EpMUND 
Owen, M.B., F.R.C.S., Senior Surgeon to the Hospital for 
Sick Children, Great Ormond-street, Surgeon to St. Mary’s 
Hospital, London, and co-Lecturer on Sargery, late Lecturer 
on Anatomy, in its Medical School. With 210 Illustrations. 
Price 12s. 6¢. Longmans, Green, and Co. 

A Teaxt-book of Human Anatomy: Systematic and Topo- 
graphical. By ALEXANDER MACALISTER, M.A., M.D., 
F.B.8., F.S.A, Professor of Anatomy in the University of 
Cambridge, and Fellow of St. John’s College, Examiner 
in Human Anatomy, University of London. Includes the 
Embryology, Histology, and Morphology of Man, with 
special reference to the requirements of Practical Surgery 
and Medicine. One vol. 1889. 816 Illustrations. 36s. 
London: Charles Griffin and Co.—It is in many respects 
the most important work on the subject that has appeared in 
recent years, being thoroughly comprehensive, lucid, and up 
to date It is especially suited for senior students. 

Wilson’s Anatomist’s Vade-Mecum. Eleventh edition. 
By Henry E. CLARK, M.R.C.S. Eng., F.F.P.S. Glasg., 
Examiner in Anatomy, F.P.S8., and Professor of Surgery 
in St Mungo’s College, Glasgow. With 492 Engravings 
and 26 Coloured Pilates. 18s. 1892. London: J. & A. 
Churchill. 

The Anatomy of the Joints of Man. By Henry Morris, 
F.R.C.8. 1879. 8vo. 16s. J. & A. Churchill.—This is 

rhaps the most complete book on the subject yet pub- 
ished. The work is fully illustrated, and many of the 
illustrations are in colour. Besides the bones, ligaments, 
and synovial membranes, the various features connected with 
the arterial and nervous supply of the joints, the bursx, and 
the muscles which act upon the joints are very thoroughly 
dealt with 

In Practical Anatomy the student has the choice of text- 
books by Ellis, Cunningham, Heath, and Cleland. The 
favourite dissecting-room manuals are probably those of 
Ellis and Cunningham. 

Ellis’s Demonstrations of Anatomy, as edited by Professor 
THANE, have been studied by generations of dissectors, and 
for accuracy and thoroughness leave nothing to be desired.— 
Cunningham's Practical Anatomy is a very clear, well-written 
book, and fully illustrated. It has the advantage of being 
published in*separate volumes. It is steadily growing in 


favour and has many points of superiority.— Heath's 
Practical Anatomy is a smaller work, clearly written, and 
forming a compendious introduction to the subject. —Pro- 
fessor Uleland’s Lirectory for Dissection is purely a guide, an® 
as it is small and cheap and contains full practical direc— 
tions to the dissector it will be found most useful in the 
dissecting-room. 

Demonstrations of Anatomy. By GreorGe VINER ELLIs, 
¥.R.C.8. Eleventh edition. 1890. Pp. 782. 128. 6d 
London: Smith, Elder, and Co. 

Cunningham's Manual of Practical Anatomy. Second 
edition. In two vols., cloth, illustrated with 372 Wood 
Eogravings and two Coloured Plates. Vol. I.: Upper 
Limb, Lower Limb, Abdomen; Vol. II : Thorax, Head, and 
Neck. Price, 12s. 6d. each volume. Young J. Pentland, 
Edinburgh. 

Heath's Practical Anatomy. Edited by W. ANDERSON, 
F.K.C.S. With 329 Engravings. 1893. Pp. 744. 15s. 
London: J. & A. Churchill. 

Directory for Dissection By Professor CLELAND.. 
M.D. Ed. Third edition. 1888. Pp. 191. 3s.6¢. London: 
Smith, Elder, and Co. 

Dissections Illustrated, By C. Gorpon Brop1n, 
A graphic bandbook for students of anatomy; 73 Coloured 
Plates and 37 Diagrams. 42s. London and New York: 
Whittaker and Co. It is also published in four parts.—'This- 
is an admirable book and should find a place in every 
student’s library. 

Applied Anatomy may be studied from the works of 
Treves, Bellamy, Holden, or Maclachlan. 

Holden's Landmarks, Medical and Surgical, like all his 
work, is distinguished by its clearness of arrangement and 
correctness of detail. The Engish is perfect and the 
illustrations excellent. It thorof™Mfly justifies its popularity 
in every way.—Trev:s's Surgical Applicd Anatomy and the 
Guide to Surgical Anatomy by Epw. BELLAMY are both in 
general use in our schools. ‘The former is particularly fulb 
of information, conveyed in such a way that it is likely to 


‘‘stick” in the student’s memory.—Malachian's Surgivas 


Anatomy is better known in Scotland. It is an accurate 
and comprehensive work. 

Landmarks, Medical and Surgical. By LUTHER HOLDEN, 
F.R.C.8S. Fourth edition. 1888. 3s. 6d. London: J. & A. 
Cburchill. 

Surgical Applied Anatomy. By F. Trevss, F.R.C.S8. 
Pp 574. 7s. 6d. London: Cassell and Co. 1894. 

Human Osteology. By LurHer F.R.C.5. 
Edited by Professor Stewart and Robt. W. Reid, M.D. 
Seventh editior. With 59 Plates. 16s. London: J. & A. 
Churchill. 1887. 

Tablets of Anatomy. By THomAs F.R.C.S — 
These tablets are designed to help the student to retain 
what he bas acquired in studying either in dissection or 
from the text-books. A new edition, abundantly illustrated 
and containing full digests of the results of recent anatomica? 
investigations, will be published in October. London: 
Longmans, Green, and Co. 


PHYSIOLOGY. 


Text-book of Physiology. By Professor MICHAEL FostER 
M.D., F.R.S. Four parts. Pp. 1550. With an Appendix. 
The Chemical Basis of the Animal Body, constituting a 
separate volume of 270 pages, by A. SHERIDAN LwA, D.8c., 
F.R.S. The best English text-book of the subject ; suitable 
for students preparing for higher examinations. Deals with 
histology as well as with physiology proper. The parts can 
be bought separately. Part I., The Blood, Tissues of Move- 
ment, and Vascular Mechanism. 10s. 6d. Part II., The 
Tissues of Chemical Action and Nutrition. 10s. 6¢. 


Part III., The Central Nervous System. 7s. 6¢. Thoroughly. 


revised and brought up to present date. Part I1V., The 
Tissues and Mechanisms of Reproduction. 10s. 6d. 
Appendix, 7s. 6d. Sixth edition. London: Macmillan 
mat Co. 1895. 


An Introduction to Human Physiology. By AvGustws - 


Water, M.D., F.R.S.—A very complete manual, though 
of medium size ; thorough and attractively written in all its 
parts ; presupposes good acquaintance with chemistry and 


physics; well suited to meet medical and other examinations - 


in the subject, but containing very little histology ; illu 
trated. Third edition. 1896. Ip. 640. London: Longmans, 
Green, and Co. Price 18s. 

A Manual of Physiology for Students and Practitioners.. 
By Professor G. N. Stewart, M.A., D.Sc., M.D., D.P.H. 
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Samb —A first-class text-book of medium size; profusely 
illastrated ; deals fully with medical physiology; contains a 
number of practical exercises; also some well-coloured 
histological plates; thoroughly commendable. Pp. 795. 
l,ondon: Baillcre, ‘Tindall and Cox. 1895. Price 15s. 

Kirkes’ of Physiology. Edited by W. D. 
MaLLipurtoN, M.D, F.R.S.—This book may be regarded 
as a thoroughly reliable exposition of the present state of 
physiologicat knowledge. Fourteenth edition. levised. 
London: J. Murray. 1896. 14s. 

Human Physielogy. By Professor LANDOoIS. Translated 
and edited by WILLIAM M.D., DSc. Useful for 
reference ; not suitably arranged for the student; requires 
much bringing up to present date. Two vols. Pp. 1120. 42s. 
With 845 Ulustrations. Fourth edition. London: Charles 
Griffin and Co. 1891. 

Text-book of I’hysiology. By JouN GRAY McKenprick, 
M.D., F.R.S. A large work, containing in some directions 
more than the student requires, bat a first-class treatise. 
40s Twovols. Glasgow: Maclehose and Sons. 

Manual of Physiology. By G. ¥. Yeo, M.D., F.R.S. A 
good book, somewhat smaller than the foregoing. 14s. 
Third edition. london: J & A. Churchill. 1893. 

Elements of Iluman Physiology. By Ernest H. STARLING, 
M.D., M.R.C Joint Lecturer on Physiology at Guy's 
Hospital. Second edition, with 126 Eogravings. 7s. 6d. 
London: J.& A. Churchill. 1895. Oatlines; no histology. 

Physiology for Beginners. By Professor MICHAEL Foster, 

D., F.R.3., and Lewis E. Sore, M.A., M.D.—A capital 
little book, forming a good introduction to Foster's ‘‘ Text- 
book” or to Waller's ** Human Physiology.” Extremely 
clearly written and thorongbly illustrated. Not sufficient by 
itself to meet the requiremgnts of medical examinations in 
histology. London: Macmillan and Co. 
1894. 


PHYSIOLOGICAL CHEMISTRY. 


A Text-hook of the Physiological Chemistry of the Animal 
Bolly. By Arviur Game@gse, M.D. Edin., F.R.S. Two 
volumes at present issued. Vol. I., Blood, Mascle, and 
Nerve ; Vol. If., Digestion —The b2st manual on the subject, 
bat only suitable for advanced students. Vol. III. still 
wanting. ‘he volumes can be bought singly, 18s. each. 
l.ondon : Macmillan and Co. 1892. 

Text-hook of Chemical Physiology and Pathology. By Pro- 
fessor W. D. HAtiinurton, M D., F.R.S —An excellent 
raanual for all stadents. Illustrated. One vol. 8s. London: 
Longmans, Green, and Co 1891. 

Essentials of Chemical Physiology. By the same author.— 
An exceilent and indispensable manual for students in the 

hysiological laboratory. It is a very handy size, 170 pp. 
‘Price 5s Longmans, Green, and Co. 1896. 

The Chemical Basis of the Animal Body. By A. SHERIDAN 
Lea, D.Sc, F.R.S.—A first-rate treatise, constituting the 
appendix to Fosters Physiology. Smaller, less illustrated, 
and less expensive than either of the foregoing, containing 
very complete references to original papers. ae vol. 
Pp. 270. London: Macmillan and Co. 1892. 


HIsToLoGy AND EMBRYOLOGY. 

Some physiological text-books deal with Histology sufti- 
ciently fully for the pass examinations of the medical 
student ; such books are Foster, Landois, and Kirkes (see 
above). The histological descriptions in Quain’s ‘‘ Anatomy ” 
are unsurpassed. Special treatises are :— 

A Course of Practical Histology. By E. A. ScHArer, 
F R.S., Jodrell Professor of Physiology in Uaiversity College, 
London ; Editor of the Histological Portion of Quain’s 
‘‘Aoatomy.”’ Second edition. Revised and enlarged. 1897. 
Ts. 6d. London: Smith, Elder, and Co. 

Tae Elements of Embryology. By Professor MICHAEL 
Foster, F.RS, and the late Professor FRANK BALFOUR, 
F.R.S. Second edition, revised. Pp. 470. 1893. Eminently 
practical ; the best book for those examinations in which 
practical work and manual skill in the subject are required. — 
Practical Physiology. By Professors MICHAEL Foster, 
¥RS,andJ. N. LANGLey, F R.S. Sixth edition. 1895. 
An excellently selected series of laboratory exercises, with 
full instructions to the student. Both, London: Macmillan 
and Co. 

Outlines of Practical Physiology. By Professor WILLIAM 
StrkLine, D.Sc. Third edition. 1895. 12s td. Thoroughly 
revised and partly re-written, with additional illustrations. 
lacludes chemical and experimental physiology and refer- 
ences to practical medicine; histology not included ; the 


best students’ book on the subject; full of information 
and capitally illustrated.—Outlines of Practical Histology. 
Second edition. 1892 12s.6d. Companion volume to the 
above and equally good; copiously illustrated. Both, 
London : Charles Griftin and Co. 

Text-book ef Histology. By A. CLARKSON, M.B., C.M. 
Edin. A useful student's book, with 200 excellent illustra- 
tions, most of them well coloured. Bristol: Wright. 1896. 

Ls. 

Atlas of Human Anatomy. By Dr. ARNOLD BRAss, 
Gottingen. Translated by R. A. YounG, M.D., B.Sc. Sixty 
plates, containing 500 accurately coloured drawings of sec- 
tions. London: Bailliére, Tindall, and Cox. 1897. 31s. 6d. 

Elements of Histology. By Kuri. 7s. 6d. London: 
Cassell and Co. 

There are also two small books dealing with histological 
methods which will be found usefal by students and hospital 
residents :— 

Methods and Formule. By PETER WYATT SQUIRE. 1892 
London: J. & A. Churchill. 

Section Cutting and Staining. By W.S. Cotman, M.D. 
Second edition, revised. 1896 London: H. K. Lewis. 

CHEMISTRY AND PAysics, 

Chemistry : @eneral, Medical, and Pharmaceutical. By 
JoHN ATTFIELD, F.R.S —A very serviceable manual both 
for preparation work and reference. It has been designed 
especially for medical and pharmaceutical students, treats 
at fair length cf both inorganic and organic chemistry, 
and contains useful data on the analysis and examination 
of @rugs and morbid produc's—as, for example, calculi, 
urine, and blood. Fifteenth edition. 1893. 15s. London: 
Gurney and Jackson. 

Organic Chemistry. By IRA RemMsEN.—A clear account 
of the principles, including also the preparation of im t 
organic substances. 6s. 6d. London: Macmillan and Co. 

Notes on Analytical Chemistry for Students of Medicine. 
By A. J. Bernays —This is an excellent laboratory book 
for medical students preparing for examination, and 
contains also data of service to the practitioner—as, for 
example, the methods of examination of urinary deposits, 
the estimation of sugar, and the detection of biliary con- 
stituents. &c., in urine. Third edition. 1889. Pp. 150. 
4s.6¢@. London: J. & A. Churchiil. 

Practical Urganic Chemistry. By 8. Ripean, D,Sc.—A 
very handy little book for use in the laboratory. It covers 
all the ground of the London synopsis. 2s. 6d. London: 
H. K. Lewis. 

Physics for Students of Medicine. By ALFRED DANIELL, 
M.A., D.Sc.—This is a recently published work by Professor 
Daniell, whose experience of the requirements of medical 
students in regard to physics is well known. It will be 
found an excelient companion to lecture work and is suitable 
for students preparing for the elementary pbysics examina- 
tion of the Conjoint Board. It is published by Macmillan 
and Co., price 4s. 64. For the first M.B. Lond. students 
should possess a copy of the more advanced work—A Teat- 
book of Physics—by the same author and publisher. 

A Manual of Physics. By Witt1AM Peppig, D.Sc., 
F.R.S.E. Second edition (revised and enlarged). London: 
3ailliére, Tindatl, and Cox. 1896. Price 7s. 6¢.—This handy- 
sized volume will be found a very useful companion to those 
reading tor the London University examinations and the 
Conjoint Board. It belongs to the University series. It is 
written to the level of junior students or of schoolboys of a 
fair average iotelligence, but’ for that reason, we think, 
might have been more fully illustrated. 

Elementary Lessons in Electricity and Magnetism. By 
SyL_vanus Tuompson, D.Sc. A standard text-book on the 
subject. 4s.6d. London: Macmillan and Co. 


MATERIA MEDICA AND THERAPEUTICS. 

Text-book of Pharniacoloqgy, Therapeutics, and Materia 
Medica. By T. LAvpER Brunton, M.D., D.8c., F.R.S. 
Third edition, containing the additions (1891) to the British 
Pharmacopeeia, 21s.; in two vols., 22s. 6d. Supplement 
separately, ls.—Tbe student for the higher examinations 
would be well advised to provide himself with this work. 
It is equally useful as a practical treatise and as a work of 
reference and is admirably written. It is not intended for 
junior students. 

“4A Handbook of Therapeutics. By StpseyY RINGER, M.D., 
F.R.C.P., F.R.S. This is another large and important work, 


designed more for reference than for daily use, Thirteenth 
edition. London: H. K. Lewis. 
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Materia Medica. By HALE Waits, M.D., F.R.C.P., 
Physician to Guy's Hospital. Second edition. 1897 
London : 
Pharmacology, Materia Medica, and Therapeutics. By 
J. MircHett Bruce, M.D., F.RC.P.  Thirty- first 
thousand. Pp. 582. London: Casselland Co. 1896.—Two 
excellent practical books for students engaged in any of the 
pass examinations. 

Essentials of Materia Medica and Therapeutics. By Sir 
A. B. GARROD, M.D., F.R.8., &c. Fourteenth edition. 1895. 
Edited by NESTOR TIRARD, M. D., F.R.C.P. The subject is 
regarded entirely from a practical "therapeutic point of view, 
and the work, though more useful to the practitioner, my 
still be used as a book of reference by the student. 12s. 6d 
London: Longmans, Green, and Co. - 

Of other text-books likely to be of value we might 
mention :—Materia Medica and Therapeutics: Inorganic 
Substances. By C.D. F. Puiniips, M.D. Second edition. 
8vo. 1894. Pp. 898. 21s. London: J. & A. Churchill.— Guide 
to Therapeutics. By R. FARQUHARSON, M.D., F.R.C.P., 
&ce. Fifth edition. Pp. 417. 7s. 6d. London: Smith, 
Elder, and Co. 1891.—Materia Medica and Therapeutics. 
By Dr. BArtHo.ow. Eighth edition. Pp. 866. 2ls. 
Leniéa't H. K. Lewis. 1896.—The Dicti of Treat- 
ment. By Wm. Wuitta, M.D.Q.U.1. Third edition. 
Pp. 1000. 16s. London: Henry Renshaw. 1894. A capital, 
practical book, and pleasant reading.— Notebook on Materia 
Medica. By ScORESBY JACKSON. New edition. Edited by 
RALPH St0cKMAN, M.D., and J. RUTHERFORD HILL. 
London: J. Thin. 


MEDICINE. 


The number of text-books on Medicine is so large, and 
their general excellence so high, that it is impossible to 
make a selection with which no one could find legitimate 
fault. it must always appear that some books as good or 
better than the specified list. have been omitted. We do not 
for a moment pretend that this is the best possible list, but 
—— who is guided by»these books will be in very 

oeThe list might be considerably extended were works dealing 
with special branches of medicine included. To the aspirant 
for high medical degrees it may be a matter of moment to 
make himself familiar with some of these, such as Gowers 
on the Nervous System, Ashby and Wright on Diseases of 
Children, Washbuurn and Goodall on Fevers; whilst he 
would find it valuable to refer to special treatises on diseases 
of the throat, dermatology, and other branches of medicine 
when engaged in the practical study of the subject. . But our 

w is not intended. to embrace the whole field of 
medical literature, and the library of the medical school 
will afford him ample opportunity for consulting such works 
if need be. His own library should consist of a few selected 
general text-books, with the contents of which he should 
make himself thoroughly familiar. 

Text-book. of the Principles and Practice of Medicine. By 
the late Hitton Faces, M.D.. F.R.S., and P. H. 
M.D., F. RCP... F.RS. Third edition. 1891. 
Pp. 2209. 40s. London: J. & A. Churchill. Two vols.— 
A work of great interest mainly based on the author’s 
experience as to 8 Hospital as well as 

wide knowledge of the literature of medicine. It is 
almost indispensable to the advanced student. 

A System of Medicine by Many Writers. . Edited by T 
CuirrorD ALLBUTT, M.A., M.D. Cantab., LL.D. Glasg., 
F.R C.P. Lond., F.RB.S., F.LS., F.8.A., Regius Professcr 
of Physic in the University of Cambridge. Six vols. Each 
London: Macmillan and volumes of 

admirable work have now ai In scope 
and character it resembles the well-known ‘‘ System” 
edited by the late Dr. Russell Reynolds.. The. articles 
are replete with information and embrace the latest 
teachings of science. .It should be invaluable to the prac- 
titioner as well as to the candidate for higher degrees. 

The three following American works are of high class and 
represent the best teaching of the day... 

A Teaxt-book of the Theory and Practice of Medicine 
American Teachers. Edited by WILLIAM Peppsr, M.D., 
LL.D. Twovols. 1893. Pp. 909 and 1046. Philad 
W. B. Saunders. London: The Rebman Co. 

The Practice of Medicine, By. JAMES Tyson, M.D... 1896. 


anchester.: J. K. 
The Prectice of Medicina By Horatio C. Woop, AM.,|J 


J. & A. Churchill. 7s. 6d¢.—The Handbook of 


M.D., LL.D., and ReGINALD H. Firz, A.M., M.D. 1897. 
Pp. 1088. London and Philadelphia: J. B Lippincott Co. 

The Theory an@ Practice of Medicine. By J. 8. Bristow8, 
M.D., F.R.S. Seventh edition. 1890. Pp. 1285. 
London : Smith, Elder, and Co.—A work of cata merit 
by a highly-esteemed physician ; apt more full in clinical 
and pathological exposition therapeutical, but 
thoroughly sound in teaching. 

The Theory and Practice of Medicine. By ¥. T. RoBERTSs, 
M.D. Ninth edition. 21s. London: H. K. Lewis.—Long 
a deserved favourite with students, for whom it is especially 
written. Its great feature is the remarkably systematic 
division of the subject matter ; replete with facts, but some- 
what restrained in style. 

The Principles and Practice of Medicine, By W. OSLER, 
M.D. Second edition. 1895. Pp. 1143. 24s. London: 
Young J. Pentland.—This work is one of the best text-books 
now available; it is clearly and pleasantly written, and is 
thoroughly up to date in science and practice. 

Manual of the Practice of Medicine. By F. TAYLOR, 
M.D., F.R.C.P. Fourth edition, with Thirty Kogravings. 
1895." Pp. 932. 15s. London: J. & A. Churchill,.—Perhaps 
the most widely read of all text-books in, the present day, 
sharing with Oasler’s work the favour of the student, who is, 
fortunate to have such sound and useful works at his 
disposal. 

Text-book of Medicine. By Professor STRUMPELL. Second. 
edition. 1893. Pp. 1053. 28%. London: H. K, Lewis.— 
A work of great merit, representing the German school; in 
originality nearly approaching to the famous text-book of, 
Niemeyer, which was highly appreciated twenty years ago. . 

of Medicine. . Edited by Sir RicHarpD. QUAIN, 
Bart., M.D. Lond., LL.D. Edin., F.R.S., assisted by F: T.. 
Roperts, M.D., F.RCP., and J. MITCHELL. Bruce, M.D.,. 
F.R.C.P.. Two vols. 1895. 40s. nett. J.ondon-: Longmans, 
Green, and Co.—The arrangement of this work is such that’ 
the subjects can be readily selected.for study, and. the 
thorough revision to which it has been subjected renders it. 
in all respects a trustworthy guide. The contributors.are 
all of them physicians well qoalified to speak on the subjects 


assigned them. 

Dictionary of Practical Medicine. By J. K, Fow uur, 
M.D., F.R.C.P. 1890. Pp. 942. 21s. London: J. & A. 
Churchill. —A very useful book of reference for the stndent 
and busy practitioner. 

Elements of Practical Medicine. By A. H. Carrsr, 
M.D., F.RC.P. Seventh edition. 1895. Pp. 496: 10s. 
London: H. K. Lewis. ; 
Student's Guide to Practice of Medivine. By .M. 
CHARTERIS, M.D., L B.C.8. Edin., &*. Seventh edition. 
With Engravings. .1894....Pp. 712. 10s... London: J..& A. 
Churchill. 
An Index of Medicine: a Manual for the Use of Senior 
Students and Others. By SkYMOUR TAYLOR, M.D., M.R.C.P., 
Senior, Assistant-Physician to the West London Hospital. 
With Ilustrations. Pp. 808. 12s. 6d. London: Smith, 
Elder, and Co.—The foregoing works.are well planned ; with- 
out, being exhaustive, they present the salient facts of 
medicine in a concise form, and may well be chosen by the 
er. 


Diagnosis. By J. M. Da Cosva, M.D., LL.D. 
Eighth edition. 1896. London: Smith, Elder, and Co.— 
} The. leading text-book on diagnosis, replete with practical 


itvoiond Diagnosis. By J. H. Musser, M.D. 1894. 
| Edinburgh and London: Young J. Pentland.—A voluminous 
work, less practical 
rather a systematic manual of medicine, 
diagnostic points. . 

. Clinical Medicine... By. Jupson Bury, M.D., F.R.C.P. 
Price 21s. London :.Charles 
able and clearly written. work, fully illustrated. 

Clinical Manual... By JAMES. FINLAYSON, M.D., F. F. PS. 
Glasg.. Third edition. .1891. .Pp. 719. 8s. 6d.. London: 
Smith, ‘Elder, and Co.—-One of the earliest works of its 
class, thorough and systematic. 

Manual of Medical Diagnosis, By Professor H. VIBRORDT. 
With 178 Engravings, many.in colour. 1892. Pp. 700. 
18s... Edinburgh and. on: .Young J. Pentland—A 
reached a fifth edition in the original. 
Diagnosis: A Manual of Cinical Methods. By 


J.. GRAHAM. BRowy,. -F,R.C.P.,- F.R.8. 
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Third edition. 1887. Pp. 380. 10s. 6d. Edinburgh: Bell 
and Bradfute.—A sound and reliable manual. 

Fenwich's Students’ Guide to Medical Diagnosis. Edited 
by W. So_tau Fenwick, M.D. Seventh edition. With 117 
Engravings. 1891. Pp. about 500. 7s. London: J. & A. 
Churchill.—This manual has long enjoyed undivided favour ; 
an excellent guide for practical clinical work. 

Physical Diagnosis: A Guide to Methods of Clinical 
Investigation. By G. A. Gipson, M.D., F.R.C.P. Edin., and 
WILLIAM RussELL, M.D, F.R.C.P. Edin. Second edition. 
With 109 Illustrations, many coloured. 1893. Pp. 383. 
10s. 6d. Edinburgh and London: Young J. Pentland.— 
Contains a good exposition of the rationale of the physical 
signs of disease. 

Auscultation and Percussion. By SAMUEL J. Gus, M.D., 
F.R.C.P. Fourth edition. 1893. Pp. 327. 6s. London: 
Smith, Elder, and Co.—An original and helpful manual for 
the clinical observer. 

Cardiae Outlines. By W1tti1AM Ewart, M.D., F.R.C.P. 
With 62 Illustrations. 1892 Pp.165. 5s.6d. London: 
Baillitre, Tindall, and Cox.—Useful as a guide to the 
thorough examination of cardiac disease and the record of 
physical signs. 

Clinical Diagnosis. By Professor R. yon JAKscH. Second 
edition. ‘Translated and edited by Jamis Caangy, M.D., 
M.R.C.P. 25s. London: Charles Griffin and Co.—A work 
of world-wide reputation, dealing exbaustively with micro- 
scopical and chemical aids to diagnosis. 

A Manual of Clinical Diagnosis. By CHARLES E. Simoy, 
MD. 1896. London: Henry Kimpton.—Covers the same 
ground as the classical treatise of von Jaksch; admirably 
suited for the clinical laboratory. 

Guide to Examination of Urine. By J. WickHAM LEGG, 
M.D.,F.RC.P. Seventh edition. 1893. Pp. 136. 3s. 6d. 
London : H. K. Lewis. 

Notes on Examination of Blood and Exoreta. By SIDNEY 
CouPpLAND, M.D., F.R.C.P. Third edition. 1892. Pp. 64. 
ls. 6d. London: H. K. Lewis.—Examples of a large class 
of small and concise manuals intended to assist the ward 
clerk in his daily observations. 


SURGERY. 

The standard English text-book on Surgery for the 
student is the tenth edition of LZrichsen’s Science and 
Art of Surgery. It has been brought well up to date. 
It is comprehensive, but not diffuse, and no student 
will ever regret having mastered it. Holmes’s Treatise on 
Surgery (edited by Pickering Pick) is also a trustworthy 
manual, though somewhat smaller; the style is very clear. 
Walsham’s Theory and Practice of Surgery, though useful 
for a student commencing the study of the subject, and 
sufficiently full for the minor examinations in surgery, 
is by no means sufficient for any of the higher examina- 
tions. It is careful and exact. There are several larger 
treatises on surgery suitable for the more advanced 
student; of these the latest is Zreves’s System of Surgery ; 
it is excellently printed, very accurate, and fully up to 
date. Holmes and Hulke's System of Surgery, though no 
recent edition of it has appeared, still remains valuable, as 
it contains numerous excellent authoritative monographs. 
Heath's Dictionary of Practical Surgery is also usefal for 
reference. For Operative Surgery Jacobson’s Operations of 
Surgery is an admirable text-book. The information given 
includes, in addition to the descriptions of the operations, 
the reasons for their performance. TZ'reves's Manual of Opera: 
tive Surgery is also excellent, and one of the two should be 
read by all candidates for any of the higher examinations. 
Treves's Student's Handbook of Surgical Operations gives a 
short but careful account of the ordinary operations, and is 
well worth using as a text-book in a course of operative 
surgery. ‘lhere are numerous other works on surgery, such 
as those of Bryant, Mansell Moullin, Druitt, Keetley, and 
Gant; all these deservedly have their adherents. Both 
Heath and Pearce Gould have written useful little treatises 
on Surgical Diagnosis. Minor Surgery and Bandaging may 
be studied in the works of Heath, Caird and Cathcart, or 
Berkeley Hill. 

The Science and Art of Surgery. By Sir J. E. ERICHSEN, 
F.R.S., LL D. Tenth edition. Edited by the late Marcus 
Beck, M.S., F.R.C.S., and RayMoND JOHNSON, B.S., 
F.R.C.S. 1895. With nearly 1000 Wood Engravings. Two 
vols. 48s. London: Longmans, Green, and Co. 

Treatise on Surgery. By T. Houmes, F.R.C.S., &e. 
renee. 1838. Pp.1004. 30s. London: Smith, Elder, 
an 


Surgery: its Theory and Practice. By W. J. WALSHAM, 
F.R.C 8., &c. Sixth edition. 1895. With 400 Engravings. 
Pp. 800. 128.6d. London: J. & A. Churchill. 

A System of Surgery. Edited by FREDERICK TREVES, 
F.R.C.8. 1895. With four Coloured Plates and numerous 
Illustrations. 48s. london: Cassell and Co 

A System of Surgery. Edited by TimotTHy HoLtmss, 
F.RCS., and J. W. Hurke, F.R.CS., F.K.S. Thid 
edition. Three vols. With Coloured Plates and numerous 
ee Price £4 4s. London: Longmans, Green, 
and Co. 

Dictionary of Practical Surgery. By C. HEATH, F.R.C.S. 
Third edition. 1889. Twovols. Vol. 1, pp. 978; Vol. II., 
pp. 884. 32s. London: Smith, Elder, and Co 

Surgery. By C. W. MANSELL MouLuin, F.RC.S. 1891. 
With 497 Eogravings. Ip. 1413. 34s. London: J. & A. 
Churchill. 

Manual of Practice of Surgery. Two vols. By T. BRYANT, 
M.D., F.R.C.S. Fourth edition. 1834. With 750 Engravings. 
Pp. 1520. 32s. London: J. & A. Churchill. 

Manual of Surgery. By F. Treves, F.R.C.S. 1894. 
Pp 574. Taree vols. 22s 62. London: Cassell and Co. 

Druitt’s Surgeon's Vade-Mecum. Edited by STANLEY 
Boyp, F.RC.8. ‘Twelfth edition. With 373 Engravings. 
Pp. 1000. 16s. London: J. & A. Churchill. 

Index of Surgery. By C. R. B. Kegeruey, F.R.C.S., &c. 
Fourth edition. 1887. Pp. 526. 10s.6d. London: Smith, 
Elder, and Co. 

Operative Surgery. By F. Treves, F.R.C.S. 1894. 
Pp 1550 42s London: Cassell and Co. 

The Operations of Surgery. By W. H. A. JAcoBson, 
F.KRCS. Third edition. 1897. Pp. 1337. 348. London: 
J. & A. Churchill. 

Senn: Principles of Surgery. By N. SENN, M.D., Ph.D. 
Second edition. One vol., Pp. 656. With 178 fine 
wood Engravings and Coloured Plates. 24s. €d. London: 
The Rebman Pablishing Company. 

Surgical Uperations. By A. E. J. BARKER, F.R.C.S. With 
Engravings. 12s. 6d. London: Longmans, Green, 
and Co. 

The Science and Practice of Surgery: a Complete Text-book. 
By F. J. Gant, F.R.C.8., Senior Surgeon, Royal Free Hos- 
pital. Third edition, about 1100 Engravings. Two vols. 
Price 36s. 

Guide to Surgical Diagnosis. By C. Heatu, F.R.C.S. 
Second edition. 1883. Pp. 240. 6s.6¢. London: J. & A. 
Charchill. 

Student's Guide to Surgical Diagnosis. By A. P. GOULD, 
F.R.C.S8.,&c. Pp. 584. London: Cassell and Co. 

Minor Surgery and Bandaging. By C. HEATH, F.R.C.S. 
Eleventh edition. 1894. With 158 Engravings. Pp 389. 6s. 

A Surgical Handbook. By CAIRD and CATHCART. With 
Illustrations. Seventh edition. 1896. 8s. 6d. London: 
Griffin and Co. 

A Text-book of Surgery. Edited by WILLIAM W. KEEN, 
M.D., LL.D., and J. WILLIAM WHits, M.D., Ph.D. Third 
edition. In two parts. Profusely illustrated with Coloured 
and Black and White Plates. Price 42s. London: The 
Rebman Pablishing Company. 


MIDWIFERY. 

In this subject the student will find it advantageous to 
have two books; one a small and elementary work, which 
he can, if he likes, take with him when attending his cases ; 
and the other a larger text-book, for systematic reading. 

Of the elementary books we mention four :— 

First Lines of Midwifery. By G. ERNEST HERMAN, M.B., 
F.R.C.P. 1897. London: Cassell and Co.—Obstetric 
Aphorisms for Students By J. G. SWAYNE, M.D. Tenth 
edition. Fcap. 8vo, with Twenty Engravings. 3s. 6d. 1893. 
London: J. & A. Charchill.—An Introduction to Mid- 
wifery. By ARCHIBALD DONALD, M.D.—A chort Practice 
of Midwifery. By Henry JELLETT, M.D.—All four are 
excellent for their purpose—that is, they serve well to 
instruct the student as to his practical duties and the 
points to be noted and watched in attending his first cases 
of labour. Dr. Swayne’s book is the old-established favourite. 
The other two are more modern, but by any of them the 
student will find himself much fortified. 

General Text-books :— 

A Manual of Midwifery. By A. L. GALaBin, M.D., 
F.R.C.P.—A very deservedly book ; literally a 


manual as it is in one volume; clear and precise and sufli- 
ciently informatory to provide the student with all the 
information necessary for pass examinations. Fourth edition. 
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Crown 8vo. 1893. With 271 Engravings. 15s. London: 
J. & A. Churchill. 
the Science and Art of Midwifery. By W.T. Lusk, M.D.— 
This American work is undoubtedly in many ways the best 
Eaglish text-book on the subject. The amount of informa- 
tion contained is very large, the references complete, and 
the plan of the book is easy to follow. For honour 
examinations this book is a necessity. Fourth edition. 1892. 
Pp 671. 18s. London: H. K. Lewis. 
The Svience and Practice of Midwifery. By W.8. Puay- 
FAIR, M.D., F.R.C.P. Eighth edition. Two volumes, each 
containing 430 and 443 pages respectively.—This has long 
been a deservedly popular work with students. It practically 
held the field till the appearance of the two previous 
treatises, and is still, and we think fitly, the most widely 
read text-book on the subject. ‘Iwo vols. Eighth 
edition. 1893. 28s. London: Smith, Elder, and Co. 
B.- student will also find the following books of reference 
of use :— 

Tcat-book of Midwifery. By the late Orro SPIEGELBERG. 
Translated from the second German edition by Dr. HURRY.— 
This work in two volumes is published by the New Sydenham 
Society. Although a text-book in name it is not well adapted 
to the immediate needs of the student, who, however, may 
be advised to consult it on special points.— Difficult Labour, 
by G. Ernest HERMAN, M.B., F.R.C.P., will also be found 
a useful work of reference on its subject. 


GYN ZCOLOGY. 

A Manual of Gynecology. By Berry Hart, M.D., and 
FREELAND BarBour, M.D.—The work consists of two parts 
and an appendix. Part I. deals with the Anatomy, Physio- 
logy, and Methods of Examination of the Female Pelvic 
Organs, and Part I[. with the diseases peculiar to the organs. 
This favourite manual is especially strong in its anatomical 
and purely scientific sections, if somewhat less complete as a 
clinical guide. It has the advantage of giving at the end an 
Index of Recent Gynecological Literature. Fourth edition. 
Pp. 722. Illustrated with Lithographs and 400 Woodcuts. 
London: W. & A. K. Johnston. 

The Student's Guide to the Diseases of Women. By A. L. 
GALABIN, M.D., F.R.C.P.—A small book that has been 
useful to several generations of students and will be useful 
to generations more. Fifth edition. 1893. Pp. 507. 8s. 6d. 
London: J. & A. Churchill. 

A Practical Text-book of the Diseases of Women. By 
ARTHUR H. N. Lewers, M.D.—This is also a small book, 
but somewhat than the above, avd treats the subject 
rather more from the clinical point of view. It is a de- 
servedly popular work with the students because of the 
extremely nature of its information. Fifth 
edition. 1893. Pp. 439. 10s 6d. London: H. K. Lewis. 

The following books of reference are recommended :— 
Clinical Gyneco: By T. MAppEN, MD. This 
book consists of forty-seven lectures sn the diseases of 
women and may be useiully consulted on special points.— 
A Treatise on Gynecology. By 8. Pozzi,M D. This work, 
in three volumes, is published by the New Sydenham Society, 
and while not well adapted for general reading will be found 
invaluable for reference. The same remark to a greater or 
less extent, applies to the following books :— Diseases of the 
Ovaries. By Lawson Tait, F.R.C.8. Fourth edition. 
1883.—Abdominal Surgery. By J. Greig SMITH. Third 
edition. 1889.—The Surgical Diseases of the Ovaries and 
Fallopian Tubes. By J. Buanp Surton, F.R.C.8.—The 
Diagnosis and Surgical Treatment of Abdominal Tumours. 
By Sir SPpanoER WELLS.—Clinical Lectures on the Diseases 
of Women. By J. MattHews Duncan, M.D. Fourth 
edition. 1890.—The Diseases of Women and their Treatment. 
By H. MAONAUGHTON JONEs, M.D., F.R.C.8.1., F.R.C.S.E. 
Sixth edition. 

DISEASES OF CHILDREN. 


It is only natural that students should be obliged by the 
medical schools to give some attention to the study of 
the diseases of children when it is considered that in 
general practice one patient at least out of every three will 
be a child. At t some of the examining boards, as 
the Royal University of Ireland, require candidates for the 
M.B. degree to produce certificates of having attended a 
practical course on the diseases of children, and the students 
are also y examined in this subject. We therefore 
suggest for their guidance the following text-books :— 
Diseases of children, Medical and Surgical. By HENRY 


F.R.C.8. Eng. Enlarged and improved edition, with 192 Illus- 
trations. 8vo. Pp. 248. 25s. London: Longmans, Green, 
and Co This admirable work, as it deals with diseases of 
children from both a medical and surgical point of view, can 
be recommended to students as containing everything that 
they will require to know.—The Diseases of Children. 
By James F. Goopuart, M.D., F.RC.P. Fifth edition. 
Pp. 740. 1894. 10s. 6d. London: J. & A. Churchill. 
For those who want to study diseases of children from a 
medical aspect we can recommend this most popular mar ual, 
written, as it is, by one who convinces the reader that he 
bas seen everything he describes.—Zne Diseases of 
Children (Medical). By H. Bryan Donkin M.D., 
F.R.C.P. Medium 8vo. 16s. London: Charles Griffin and 
Co. This is in many respects a most original book.—For 
those students who desire to know the surgical aspect 
of the affections of children there are two useful text- 
books, Surgical Diseases of Children, by E. OWEN, MB, 
F.R.C.8. Eog., price 21s , Cassell and Co.. Limited, London, 
Paris, and New York; and Zhe Surgical Diseases of Children 
and their Treatment by Modern Methods, by D'ABCY POWER, 
M.A., M.B. Oxon., F.R.C.S. Eng., crown 8vo, price 10s. 6d. 
London: H. K. Lewis.—A manual which is used a gocd deal 
by Edinburgh students is Disease in Children, by JAMS 
CARMICHAEL, M.D., F.R.C.P. Ed. Crown 8vo. Pp. 520. 
Price 10s. 6d. Youvg J. Pentland: Edinburgh and 1 ondon.— 
The following larger works are recommended for reference :— 
Eustace Smita's Treatise on Disease in Children. Second 
edition. Price 22s 1889. 8vo. Pp. 895. London: J.& A. 
Churchill.—Lectwres on Children’s Diseases. By HENOCH. 
Two vols. Translated by JOHN THOMPSON, MB., 
F.RC.P. Ed., from the fourth German edition. This 
treatise is published by the New Sydenham Society.— 
Diseases of Children. Ejiited by Lovis Starr, M.D., and 
sixty Associates. Two vols. Price 42s. London: The 
Rebman Publishing Co. This is one of the most recent 
large works on diseases of children compiled in America. It 
is well got up and profusely illustrated.— Pediatrics : The 
Hygienic and Medical Treatment «f Diseases in Children. By 
THomas MorGan Rotc#, M.D., Professor of Diseases of 
Children, Harvard University. Two vols. Pp. 1124. Price 
25. net —Two other very useful books are those of Dr. 
CHEADLE: Oa the Principles and Exact Conditions to be 
Observed in the Artificial Feeding of Infants (London : 
Smith, Elder, and Co., price 5s.), and Dr. Louis Stare : 
Hygiene of the Nursery (Sixth edition, crown 8vo, 3s. 6d. 
London: H. K. Lewis). 


OPHTHALMOLOGY. 


Either of the two following handbooks on Ophthalmology 
will be found to contain all that is necessary to the student 
of medicine who has no inclination to make a special study 
of the subject 

Handbook of Diseases of the Hye. By HreNky R. SwAnzy, 
M.B., F.R.C.8.1. Sixth edition. Pp. 608. 1897. An excer- 
lent book. Price 12s. 6d. London: H. K. Lewis, 136, Gower- 
street, 

The Diseases of the Hye. By EpWARD NETTLESHIP, 
F.RC.8. Fifth edition, 1890. Student’s Guide Series, 
Price 7s. 6d. Fceap. 8vo. London: J. & A. Churchill. 

By those who wish for faller information on the subject 
the larger text-books must be consulted, of which, perhaps, 
The Text-book of Ophthalmology, by Professor Fucus, of the 
Vienna University, is the most generally useful. This has 
been recently translated from the German into English by 
A. DuAN», and is published in one large octavo volume, 
with 178 Llustrations, price 21s., by H. K. Lewis, 136, Gowe:- 
street. 

Most students find the study of errors of refraction 
difficult and unattractive and are consequently inclined to 
neglect this important branch of the subject. The Manual 
for Students on the Refraction «f the Eye, by GUSTAVUS 
HARTRIDGE, is & most useful little book, as it explains 
simply the principles on which are based the methods in use 
in the out-patient department. 

It is unnecessary, and, indeed, undesirable, here to 
enumerate all the text-books which have been written 
on diseases of the eye, but the following may be mentioned 
as generally useful books :— 

i sof the Eye. By Guorce Berry, M.B., F.R.C.S. 
Edin. Edinbargh and London: Young J. Pentland. 
Handbook of Op*thalmic Science and Practice. By HmNiY 
JULBR, F.R.C.8. 


AsHBy, M.D., F.R.C P., and G. A Wricut, BA., M.B., 
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excellent book with admirable illustrations. Vrice £3 3s. 
Edinbargh and London: Young J. Pentland. 

The Refraction of the Eye. A manual for students. By 
GusTAvVUS HARtRIDGE, F.R.C.8., Surgeon to the Royal 
Westminster Ophthalmic Hospital. Eighth edition. With 
100 Illustrations, test types, kc. Pp. 259. Crown 8vo. 6s. 
1896. Tenth thousand. 

The Ophthalmoscope. A manual for students. Second 
edition. With 4 Coloured Plates and 67 Engravings. Pp. 156. 
Crown 8vo, 4s. 6d. 1894. 

To those who are conversant with French the ‘ Traité 
Complet d’Opthalmologie,” by L. DE WECKER and E. 
LANDOLT, may be recommended as the most valuable work 
of reference. It is published in four large volumes at a 
price of about 20 francs each volume, and is consequently 
scarcely adapted for the student’s use. A German edition 
of this work may also be obtained. 


PATHOLOGY. 

Manual of General Pathology. By JoserH FRANK PAYNE, 
M.D. Oxon., F.R.C.P. Pp. 702. 150 Illustrations.—Deals 
specially with general pathology and pathological anatomy 
and the processes and causes of disease, including parasites, 
both animal and vegetable. Special pathology and patho- 
logical histology are not touched upon, but on general 
pathology it is one of the best books in the language. 
London: Smith, Elder, and Co. 1888 

A Text-book of Pathology, Systematic and Practical. By 
Professor D. J. HAMILTON.—An admirably original, but 
somewhat unequal work. The most complete and systematic 
work published in the English Janguage. Contains a very 
full and accurate bibliography. Invaluable for reference and 
for study for the higher examinations. Published in two 
volumes (the second volume is divided into two parts), 
which may be bought separately. Vol. I. (London: Mac- 
millan and Co., 1889, pp. 736, 225 Illustrations, woodcuts, 
and coloured lithographs, price 2ls. net) deals with the 
technique of the post-mortem room and the histological and 
bacteriological laboratories. An account is also given of the 
general pathological processes of the diseases of the blood, 
the heart and blood-vessels, and of tumours. Vol II., 1895, 
Part 1 (172 Illustrations, pp. 514, price 15s. net), treats of 
diseases of the air-passages and lungs, of the liver, of the 
genito-urinary appartus, and the alimentary tract, except the 
intestines, whilst Part 2 of Vol. II. (225 Illustrations, pp. 624, 
price 15s. net) completes the description of the diseases of 
the alimentary tract and then takes up in turn the nervous 
system (very good), diseases of the mamma, bones and 
joints, the skin, malformations, diseases of the foetal mem- 
branes and placenta, vegetable and animal parasites, animal 
heat and fever. 

A ‘text-book of Special Pathological Anatomy. By ERxst 
ZIEGLER. ‘lranslated and edited from the eighth German 
edition by DoNALD MACALISTER, M.A., M D., and Henry 
W. CaTTret, M.A., M.D. Sections I.—VIII. 1836. London : 
Macmillan and Co.—A first instalment of a new English 
edition of a leading text-book notable for its excellent and 
abundant illustrations and full references to literature. A 

text-book for the higher examinations. The subjects 
treated in this volume embrace the Blood and Organs of 
Circulation, the Osseous and Nervous Systems. ‘he com- 
plete work (published by Fischer, of Jena) comprises a 
volame on General Pathological Anatomy, as well as the 
whole of Special Pathological Anatomy, of which the present 
volume constitutes about one-half. 

A Manual of Pathology. By JosepH Coats, M.D. Pp. 1180. 
Namerous Illustrations. London: Longmans, Green, and 
Co. ‘Third edition. 1895.—An interesting treatise on 
morbid anatomy and pathology; covers a great deal of 
ground ; in most cases very reliable and a good text- 
book, especially for the student preparing for the higher 
examinations. 

Practical Pathology. By GERMAN WooDHEAD, M.D., 
F.R.8.E. Toird edition. 1892. Pp. 652. With 195 Coloured 
Plates from Original Drawings.—This book is almost an 
essential to the proper study of the subject. It is not only 
thoroughly clear and well arranged, but beautifully illus- 
trated. The points where the student might be expected to 
be most in difficulty have received: special attention. 25s. 
Edinburgh and London: Young J. Pentland. 

An Introduction to Pathology and General Morbid Anatomy. 
By T. Hesry Green, M.D., F.R.C.P. Revised and 


enlarged by H. MonTAGUE MuBRay, M,D., F.R.C.P. 224 
Engravings.—An excellent résumé of pathology from ‘he 


student's point of view. Brought well up to date, espe- 
cially in the sections dealing with inflammation, the specific 
infectious fevers, and the nervous system. May be con- 
fidently recommended as giving a very good and accurate 
account of the groundwork of pathology and as containing 
sufficient information to enable the student to pass any 
ordinary examination on the subject. Price 17s.. London: 

Henry Renshaw. 

Text-book of General Pathology and Pathological Anatomy. 
By Professor THoMA. Translated from the German by 
ALEXANDER Bruogk, M.A., M.D., F.R.C.P.E., F.R.C.8.E., 
Vol. I., with 436 Illustrations. London: Adam and Charles 
Black. 1896.—An admirable work for reference. Professor 
Thoma treats in this first volume of the natural history of 
disease, pays special attention to the questions of heredity 
and malformations, to the~ physics and mathematics 
of the laws of pathology, especially of the circulatory 
system. 

e Text-book of Morbid Histology for Students and Prac- 
titioners. By RuBERT Boyce, M.B., M.R.C.8. Pp. 477, 
with 130 Coloured Photographic Illustrations. 31s. 6d. 
London: H. K. Lewis. 1892.—Contains good descriptions 
of morbid histological specimens ; also a number of photo- 
graphs, which, however, are of very unequal merit and value. 
Exceedingly useful for the advanced student and the 
laboratory worker. A carefully selected bibliography is 
appended. 

The Elements of Pathological Histology. By A. WEICHSEL- 
BAUM. Translated by W. R. Dawson, M.D. 1895. London: 
Longmans, Green, and Co.—A work of approved merit, 
concise and clear in exposition ; useful for practical study, 
and admirably illustrated. 

The following books have different uses for students which 
we have tried to briefly indicate :— 

Practical Pathology. By JoHN Linpsay STEVEN, M.D. 
Pp. 266. Glasgow: James Maclehose and Sons. 1887.—A 
concise and well-arranged description of methods and of 
pathological anatomy and histology. There are no illustra- 
tions, but the descriptions are clear and concise. Useful for 
a student going in for examination or as a supplement to 
demonstrations. 

Practical Pathology and Morbid Histology. By HENEAGE 
Gippes, M.D. Ppe 320. Illustrated with 60 Photographic 
Reproductions. Edinburgh and London: Young J. Pentland. 
1891.—A good practical book with a series of photographs 
of typical ological microscopic specimens. _ Useful 
for private laboratory work rather than for examination 


urposes. 
“ Surgical Pathology and Morbid Anatomy. By ANTHONY 
Bow.py, F.R.C.8S. Third edition. Pp. 640. London: 
J. & A. Churchill. 1895.—A capital little handbook on 
— pathology. Well up to date as - patho- 
enesis. 
. Elements of Surgical Pathology. By AuGustus J. PEPPER, 
M.S., M.B. Lond., F.R.C.S. Eng. Pp. 532. 99 Engravings. 
Fourth edition, re-written and enlarged. 8s. 6d. London, 
Paris, and Melbourne : Cassell and Co., Limited. 1894.—A 
compact little handbook of surgical pathology. 

A Handbook of Surgical Pathology. By W. J. WALSHAM, 
M.B., F.8.C.8, Eog.; and D’ARoy PowgR, M.A., M.B. Oxon., 
F.R.C.8S. Eng. Pp. 634. London: Baillitre, Tindall, and 
Cox. Second edition. 1890. Price 7s. 6¢.—A clear and 
concise description of the specimens in the Museum of St. 
Bartholomew's Hospital, and therefore specially useful to 


.| students of. that school or to those that have access to that 


museum. But the descriptions are so good that this work 
will serve as a capital text-book to any student preparing for 
an examination in surgical pathology. 

Pathological Anatomy By NorRMAN Moore, 
M.D. London: J & A. Churchill. 1889. Feap.8vo. 88. 6d.— 
An accurate and concise. but not very fall, student’s manual 
of morbid anatomy of 416 pages, with 110 figures. 

Practical Morbid Anatomy. By H. D. ROLLESTON, M.A., 
M.D., F.R.C.P.; and A. A. KANTHACK, M.D., M.R.C.P. 
Cambridge University Press. Price 6s. 1894, Pp. 240.— 
A capital account of the methods and course of procedure 
to be adopted in the post-mortem room. Practical, but 
thoroughly scientific throughout. - - 

Section Cutting and Staining.. By WALTER S. COLMAN, 


M.B. Lond. London: H. K. Lewis. Second edition, just 


ready.—A handy little guide ‘to ‘the preparation of no: 
and. morbid histological specimens. Concise, and gives 
ne that is really necessary for ordinary class 
work. 
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The following books are hardly to be used as text-books, 
but for one reason or another the student will do well to 
supplement his reading by consulting them :— 

Lectures on Surgical Patnology. By Sir JAMES PAGET, 
Bart., F.R.S., &c. Revised and edited by Professor Wm. 
TuRNER, F.R.S. Pp. 844. 130 Illustrations. London : 
Longmans, Green, and Co. 1876. Fourth edition.—Still 
one of the most valuable books vf reference on surgical 
pathology in our language, and should be read by every 
student as a model on which to base methods of observation 
and study. 

An Introduction to General Pathology. By JoHN BLAND 
Sutton, F.RC.S. Pp. 390. 14s. London: J. & A. 
Churchill. 1886 —An admirable introduction to the subject 
of evolution in pathology, well worth study by those who 
wish to gain more than a mere examination knowledge of 
the subject. 

Lectures on Pathological Anatomy. By SAMUEL WILKS, 
M.D., F.R.S., and the late WALTER Moxon, M.D., F.R.C.P. 
‘Third edition, thoroughly revised by SaMvUEL WILKs, M.D., 
LL.D., F.R.S. London and New York: Longmans, Green, 
and Co. 1889.—An admirable description of macroscopic 
morbid anatomy, doing for medicine what Paget's lectures 
have done for surgery. May be studied with advantage both 
before and after practical work is engaged in. 

Lectures on Puthology. By the late HENRY GAWEN 
Surron, M.B., F.R.C.P. Edited by MAURICE EDEN PAUL, 
M.D. ; and revised by SAMUEL WILKs, M.D., LL.D., F.R8. 
A. Churchill. 1891.—An admirable, philo- 
sophical, and original work on medical pathology, especial! 
vuseful for cenior and qualified students medicine. 


BACTERIOLOGY. 

The following works will be found useful to students 
either for examination purposes or for special stady :— 

Ptomaines, Leucomaines, Towins, and Antitoxins. By 
Professor VicToR C. VAUGHAN, Ph.D.. M.D.; and Asso- 
ciate Professor FREDERICK G. Novy, Sc.D., M.D. Third 
edition. Revised and enlarged. Philadelphia: Lea Brothers 
and Co. 1896. Pp. 604. $3.—The best book in the lan- 
guage on bacterial products and poisons. Well up to date 
as regards methods. 

Manual of Bacteriology. By Rowert Murr, M.A., M.D., 
¥.R.C.P. Edin., and JAMES M.A., M.D., B.Sc. 
Edinburgh and London: Young J. Pentland. 1897.—An 
exceedingly good text-book for the medical student. 
Methods, descriptions, and illustrations alike excellent. ‘he 
(principles of bacteriology are well set forth. A most useful 
list of literature is appended. Well up to date in all respects. 

Elementary Practical Bacteriology, ineluding Bacterio- 

ical Analysis and Chemistry. By A. A. KANTHACK, 
“M.D., M/R.C.P:, and J.°H. ’M.B., M.R.C.P. 
‘London: Macmillan and Co. 1896. Pp. 180. Sixteen 
“Woodcuts. Price 4s: A ‘guide to the elementary study’ 
-of bacteriology. The work deals in turn with general and 
‘special methods of cultivation and examination of micro- 
organisms, with the more important species of bacteria, 
= then with bacteriological analysis and bacteriological 
chemistry. 

Mvero-organisms and Disease. An Introduction to the 
Study of Specific Micro-organisms. By E. KLEIN. M.D., 
¥.R.S. Fourth edition. Revised. Pp. 595, with 20 Illustra- 
rtions. Price 10s. 6d. London: Macmillan and Co., Ltd. 
11896.—A standard text-book. 

Practical Guide to the Demonstration of Bacteria in the 
‘Animal Tissues. By Dr. H. Translated and 
edited by VINCENT DorMER Harris, M.D, F.RC.P. 
London: Bailli¢re, Tindall, and Cox. 1890. Pp. 53. Figs. 7. 
:2s. 6d.—A practical little handbook. 

Applied Bacteriology. By T. H. PEARMAIN and C. G. 
Moor. London: Baillitre, Tindall, and Cox. 1897. 
‘Price 12s. 67. net.—A lucid exposition of bacteriology, 
-especially as it relates to the work of the medical officer 

of health and to the student preparing himself for such 


work. 

Medical Microscopy. By FRANK J. WrETHERED, M.D., 
‘F.R.C.P. London: H. K. Lewis. 1891. Pp. 250. 40 Illas- 
trations. Price 9s.—A guide to the preparation of 
‘microscopical preparations and examination of sputum, 
-urine, &c. Useful for advanced students and general 
practitioners. 

Bacteriological Technology for Physicians. By Professor 
J. SaLomoysen. Translated by WILLIAM TRELBASE. 


Wood and ('o. 1890.—A most concise and accurate work 
on methods, well adapted to the use of the student, as 
the apparatus described as necessary is both simple and 
inexpensive. 

Manual of Bacteriology for Practitioners and Students. 
With especial reference to Practical Methods. By Professor 
8. L. ScHENK. Translated by W. R. Dawson, B.A., M.D. 
With an Appendix by the Translator. 100 Illustrations, 
partly coloured. London and New York : Longmans, Green, 
and Co. 1893.—A really good student’s text-book. 

Studies on Fermentation. By L. PASTEUR. ‘Translation, 
with Notes, Index, and original Illustrations, by FRANK 
FAULKNER and D. ConsT\BLE Ross, B.A. London: Mac- 
millan and Co. 1879. Pp. 418, with 12 Plates and 85 
Figures in text.—.\n admirable work and one that should be 
read by every advanced student of bacteriology. 

On Fermentation. By P. SCHUTZENBERGER. Fourth 
edition. london: Kegan Paul, ‘Trench, Triibner, and Co., 
Ltd. 1891. Pp. 331, with 28 Illustrations. Price 5s 
(Vol. XX., International Scientific Series.) —A capital résumé 
of the subject for advanced students. 

Bacteria and their Products. By GERMAN Sims Woop- 
HEAD, M.D. 1891. Pp. 459, with 20 Photo-micrographs. 
London: Walter Scott. Price 3s. 6¢.—Gives a description 
of the more important micro-organisms and the diseases 
they produce and of fermentation ; also a short history of 
bacteriology ; includes an appendix dealing with bacterio- 
logical methods and with the classitication and identifica- 
tion of micro-organisms. Is in every respect a first-class 
text-book, excellent in arrangement and clear and fall in 
detail. 

A Manual of Baeteriology. By GEorGB M. STERNBERG, 
M.D. New York: William Wood and Co. 1892.—A most 
complete and exhaustive work of 886 pages, of which over 
a hundred are devoted to bibliography. An encyclopedic, 
painstaking, and usually accurate résvmé of the subject. 
Well illustrated with chromo-lithographic plates and 268 
engravings. Too ponderous for the ordinary student, but 
verv useful for the advanced worker. 

Text-book of Bacteriology. By EDGAR M. CROOKSHANK, 
M.B. London: H K. Lewis. 2ls. net. Fourth edition, 
reconstructed, revised, and greatly enlarged.— A well-written 
and well-illustrated treatise on the subject. A good text- 
book, especially for those who have no opportunity of 
attending a practical course. 


FORENSIC MEDICINE. 


Manual of Medical Jurisprudence. By A. 8. TAYLOR. 
Edited by T. StEvENSON, M.D. Crown 8vo. ‘Twelfth 
edition. 1891. 56 Engravings. 14s. London: J. & A. 
Churchill.—An authoritative text-book. 

Text-book of Forensic Medicine and Toxicology. By ARTHUR 
P. Lurr, M.D., Lond: Pp. 416 and 360. 
24s. With numerous Illustrations. |J.ondon and New York: 
Longmans, Green, and Co.—This recently published work 
is one of the best on the subject. 

Principles of Forensie Medicine. By W. A. Guy and 
Davip Ferrer, M.D., F.R.S8. Seventh edition just pub- 
lished. 16s.—The work has been practically rewritten under 
the direction of Professor W. M.D., F.R.8. Edin. 
London : Henry Renshaw. i 

Forensic Medicine and Toxicology. By J. DIxoN MANN, 
M.D., F.R.C.P., Professor of Medical Jurisprudence and 
Toxicology, Owens College, Manchester; Examiner in 
Forensic Medicine, London University, and Victoria Univer- 
sity, Manchester. 21s. 

“4 System of Lega! Medicine. By ALLAN McLANE 
HAMILTON, M.D., Consulting Physician to the Insane 
Asylums of New York City, &c.,and Mr. LAWRENCE GODKIN, 
of the New York Bar. Illustrated with 14 Coloured Pilates 
and 161 Woodcuts and Half-tone Plate. Fully indexei 
by 3202 references. Royal 8vo. Twovols. Pp. 1400. 30s. 
per volume, Only sold in sets. 

Poisons: their Effects and Detection. By ALEXANDER 
Wynter BiytH, M.R.C.8. Third edition Revised and 
Enlarged. 1895. 21s. London: Chas. Griffin and Co.—A 
well-known work, much in esteem with toxicologists, y 
as a book of reference, but chiefly as an excellent guide to 
the detection of poisons. ‘he recent edition treats of the 
cadaveric alkaloids or ptomaines, and contains also a sepa- 
rate chapter on the connexion existing between the arrange- 
ment of the constituent parts of an organic molecule and 


Pp. 162, with 72 Figures in the text. New York: William 


physiological action. 
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PuBLic HBALTH. 


Public Health Laboratory Work. By Henry R. KeNwoop, 
M.B. Edin., D.P H. Second edition. London: H. K. Lewis. 
Price 10s. 6¢.—An excellent little book of reference for the 
laboratory bench. It is written for students preparing for 
the diploma of public health, and describes the processes of 
analysis of food, water, air, &c., with which he must have a 
practical acquaintance. It also includes an account by 
Professor Boyce of the methods employed in bacteriological 
research. 

Manual of Public Health. By Wysxtur BiytH, M.R.C.S., 
1.8 A. London: Macmillan and Co.—An excellent manual 
dealing with general principles. It is fairly exhaustive and 
affords a good book of reference. 

Water and Water-Supplies. By J. C. THRESH, D.Sc., M.D. 
London: The Rebman Pablishing Company, Limited —A 
valuable dissertation on the important subject of water- 
sapply. Besides practical details of the finding of water and 
the construction of wells, it contains also admirable chapters 
on the quality of water and the value of chemical and 
1 analysis in enabling an opinion to be given 
upon it. 

Public Health. Aids to Sanitary Science, for the Use of 
Candidates for Pablic Health Qualifications. By F. J. ALLAN, 
M.D., Dipl. Public. Health Camb., Assistant Professor of 
Hygiene, College of State Medicine. Price 4s. 6d. cloth. 
London: Baillitre, Tindall, and Cox 

the Elements of Vital Statistics. By ARTHUR NEWSHOLME, 
M.D. London: Swan Sonnenschein and Co.—A good text- 
book on vital statistics. 

Hygiene and Public Health. By B. ARTHUR WHITELEGGE, 
M_D., B.8c. London: Cassell and Co.—This is an admirable 
text-book in every way. It is well fitted for the student of 
— health, and it possesses the additional advantage that 
t can be carried in the pocket. 

A Treatise on Hygiene and Public Health. Three vols. 
Edited by SrerueNsoN and MurpHy. London: J. & A. 
Churchill.—This is quite the standard work at the present 
time. Vol. III. treats solely of sanitary law. 

Knight's Annotated Model By-laws. London: Knight 
and Co.—This volume is almost essential for the student of 
public health. 

Micro-organisms and Disease. By E. Kurix, M.D, F.RS 
London: Macmillan and Co. New edition. 1896.—A 
capital introduction to the stady of micro-organisms. 

Vaccination Vindicated. By C. M.D., 
D.P.H. London: Cassell and Co.—This is an answer to the 
leading anti-vaccinationists, and every student of public 
health should be familiar with it. 


MEDICAL ELECTRICITY. 


Medical Electricity: a Practical Handbook for Students 
and Practitioners. By H. Lewis Jones, M.A., M.D., 
¥.RC.P. Second edition. With Illustrations, crown 8vo, 
10s 6d. Pp. 454. 101 Figures in text. London: H. K. 
Lewis.—This is the best work on the subject in a small 
compass with which we are acquainted. Of course, it does 
not pretend to go as fully into the subject as the treatises of 
Von Ziemssen and Beard and Rockwell ; but as a thoroughly 
practical guide to electrical diagnosis, the choice, preserva- 
tion, and use of electrical apparatus for medical parposes, 
and the methods of application, it is unequalled. The 
illustrations, reproduced from photographs ot patients with 
paralysis of particular muscles or groups of muscles, are @ 
most useful feature of the work. 


MISCELLANEOUS. 


The following works will prove of service :— 

Diseases and Injuries of the Teeth, including Pathology and 
Treatment : a Manual of Practical Dentistry for Students and 
Practitioners. By Morton SMaLE, M.R.C.S., L.S.A., 
L.D8., Dental Surgeon to St. Mury’s Hospital; and 
J. F. CoLyer, L.R.C.P., M.R.C.S,L.DS, Assistant Dental 
Sargeon to Uharing-cross Hospital, kc. With 334 Illustra- 
tions. Large crown 8vo, 15s 

The Anatomy of the Nasal Cavity and its Accessory Sinuses. 
By Dr. A. Onopt, Lecturer on Rhbino- Laryngology in the 
‘Uaiversity of Budapest. An atlas for practitioners and 
students, translated by St. CLAIR THomson, M.D. Lond., 
F.R.C.S. Eag.. M.8.C.P. Lond. Puiates, small 4to, 6s. net. 
London: H. K. Lewis. 


The Student's Guide to Discases of the Chest, including the 
Principal Affections of the Pleura, Lungs, Pericardium, 
Heart, and Aorta. By Vincent D. HArnris, M.D., F.R.C.P., 
Physician to the Victoria Park Hospital for Diseases of the 
Chest. With 55 Engravings. Pp. 419. Feap. 8v0, 7s. 6d. 
London: J. & A. Churchill. 

Text-book of Diseases of the Ear and Adjacent Organs. By 
Professor PoLiTzeER, of Vienne. Translated from the third 
German edition by Oscak Dopp, M.D., and edited by Sir 
Wm. Darpy. B.A., M.B., F.R.C.S. Profusely illustrated. 
Price 2ls. Baillitre, Tindall, and Cox.—A reliable book, 
and contains all that is known on the subject. 

Diseases of the Ear. Including the Anatomy and Physiology 
of the Organ, together with the treatment of the affections 
of the Nose and Pharynx which conduce to Aural Disease 
(a Treatise). By T. MARK F.R.C.S.E., M.R.C.S., 
Aural Surgeon to the London Hospital and L:cturer on 
Diseases of the Threat in the College, &c. 8vo, with 122 
Engravings. 18s. 1894. London: J. & A. Churcbill. 

A System of Dental Surgery. By Sir JouN Tomes, F.R.S., 
and C. 8. Tomes, M.A, F.RS. ‘Third edition, crown 8v0. 
With 289 Knogravings. 163. 1897. London: J. & A. 
Charchill. 

Dental Anatomy, Human and Comparative. A Manual. By 
CHARLES 8. Tomes, M.A., F.R.S. Fourth edition. Crown 
8vo, with 235 Eagravings. 12s.6d. 1894. London: J. & A. 
Churchill. 

Manual of Botany. Vol. 1., Morphology and Anatomy. 
By J. ReYNoOLDS GREEN, Sc.D, M.A., F.RS., Professor of 
Botany to the Pharmaceutical Societv. Crown 8vo, with 
about 778 Engravings. 7s. 64. 1897 Vol. II., Classification 
and Physiology. 415 Engravings. 10s. London: J. & A. 
Churchill. 

Dictionary of Medicine, Biology, and Allied Sciences. By 
G. M. Gounp, A.M., M.D. Price 40s. Bailliére, Tindall, 
and Cox.—This is the best dictionary of medicine terms 
we have seen. It should find a place in the library of every 
medical man. 

Outlines of Zoology. By TuHomson J. ArtHuR, M.A. 
Second edition, revised and enlarged, with 266 Illustrations 
in the text. Price 15s. Edinburgh: Young J. Pentland. 


POST-GRADUATE INSTRUCTION ABROAD. 


MEDICAL study is only nominally complete when a licence 
to practise is obtained, and all qualified men will acknowledge 
the importance of keeping themselves well informed in the 
various improvements in diagnosis and practice which are 
from time to time introduced. The opportunities afforded 
by post-graduate courses in this country are periodically 
referred to in the columns of THE LANCET; and with the 
object of treating the subject as fully as possible a short 
series of articles is now published, showing what is being 
done in this direction at the great continental schools. Ia 
this connexion it is not necessary to remind our readers that 
Vienna, for instance, has for many years been a favourite 
place of study for medical men desirous of completing their 
education after having gained their diplomas, and the 
institution of special courses there, to be carried on in the 
vacation months, will be a further inducement to resort to 
this famous centre of medical learning. 


FRANCE. 

There is not in France any special institution correspond- 
ing exactly to the post-graduate schools of some other 
countries. Students who wish their medical education to be 
more comprehensive than that which is required for obtaining 
a diploma. usually undertake the additional study before the 
presenting of their thesis, because they may present their 
thesis wherever it suits them best, and they usually wait. 
until their class-work is over and they are about to enter on 
practice. In Paris there are numerous advanced courses of 
instruction in subjects which are not required at the qualify- 
ing examinations, and they are attended by the above-men- 
tioned section of students as well as by foreign medical men, 
already qualified to practise in their respective countries, who 


come to Paris in great numbers every year. Such courses 
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will be found at the Faculty of Medicine, at the College ot 
¥rance, at the Faculty of Sciences, at the Pasteur Institute, 
at the Museum of Natural History, in the free lectures deli- 
vered at the Ecole Pratique of the Faculty, and in the poly- 
ciinics of individual surgeons. At the Faculty of Medicine 
a private course of bacteriology is given in a laboratory of 
the Ecole Pratique ; it is not official, because there is not as 
ay a chair of bacteriology at the Faculty ; it is conducted 

y M. Chantemesse, and consists of demonstrations, the use 
of the microscope, and the making of cultivations, including 
the study of the most important micro-organisms. Many of 
the official lectures delivered at the Faculty are, either from 
the nature of the subjects or from the advanced style in 
which they are treated, more adapted to medical uates 
than to students; lectures to students are the special 
province of the assistant professors (agrégés), who confine 
themselves to instruction of the usually accepted kind. It 
may almost be said that medical education in Paris is 
embodied in the lectures delivered by the assistant professors, 
and that the lectures of the professors form a kind of 
school of a higher grade, free from anxiety about examina- 
tions and not occupied with matters of common know- 
ledge. All the lectures of the professors and the assistant 
professors are public, and fees are c for attendance. 
‘Che professors’ lectures, which are most largely attended by 
foreigners, are those on y pathology (Professor 
Bouchard), on Experimental and Comparative Pathology 
(Professor Chantemesse), on Forensic Medicine (Professor 
Brouardel), on Hygiene (Professor Proust), on Pathological 
Anatomy (Professor Cornil), &c. In addition there are at 
the hospitals four extensive courses on Clinical Medicine, 
four on Clinical Surgery, four on Nervous Diseases, two on 
©linical Obstetrics, one on Syphilis, one on Affections of the 
Urinary Passages, one on Ophthalmology, and one on 
Diseases of Children, each of them constituting a small 
school in which the same organisation is repeated on a 
reduced scale, the professor discoursing on unusual and 
difficult cases to advanced students and practitioners who 
wish to increase their stock of knowledge, whilst the 
assistants and the chefs de clinique deliver more elemen 
expositions to the stadents. Moreover, in the majority of the 
hospitals the physicians and surgeons have of their own accord 
arranged for an ——- organisation, independent of the 
Faculty, and some of these courses are very on 
account of the excellence of individual teachers. Under 
this head may be mentioned the course on Gynzcology given 
by Dr. Pozzi at the Hépital Broca, that given by Dr. Doléris 
at La Pitié, that on Diseases of the Heart and Vessels given 
by Dr. Huchard at the Hopital Necker, that on Obstetrics 
given by Dr. Budin at the Maternité, and those on Surgery 
given by Dr. Terrier and Dr. Lucas-Championniére, that on 
Diseases of the Stomach given by Dr. Debove, &c. This 
hospitals ; it ee, but ven sicians and surgeons 
attached to the hospitals. 

At the College of France there are numerous courses in 
the higher branches of various subjects, some of which have 
o, bearing on medical questions—such, for instance, as that on 
Experimental Medicine (Professor d’Arsonval), that on the 
Natural History of Organised Bodies (delivered by Professor 
¥rangois Franck and developed into a course on Physiology), 
and that on General Anatomy (Professor Rouvier). This 
ast-mentioned chair is in reality an advanced School of 
Wistology ; the lectures of the professor are public and free ; 
there is also a special course lasting two months. 

At the Museum of Natural History will be found courses 
on Comparative Anatomy (Professor Filhol), on General 
Physiology (Professor Gréhant), on Comparative Pathology 
(Professor Chauveau), and on Anthropology (Professor 
Hamy). All these lectures are delivered three times a week ; 
they are open to the public and are free. 

At the Faculty of Sciences there are lectures on Physiology 

Professor Dastre), on Biological Chemistry (Professor 
aclaux), and on the Evolution of Organised Beings (Pro- 
fessor Giard). 

To all these chairs there are attached spacious laboratories 
in connexion with an organisation which unites them all 
under the name of the Ecole des Hautes Etudes. Admission 
to these laboratories is always granted on application being 
‘made to the professor; in general there is no fee for 
admission, but any outlay required for the work that is 
undertaken has to be paid for. The workers are under the 
-control of the professor, whether they undertake original 
-investigation or merely seek to increase their knowledge of 


recognised subjects ; in almost all the laboratories lectares 
are delivered by the assistants. 

At the School of Anthropology there are free public 
lectures on Prehistoric Anthropology, Medical Geography, 
Ethnography, Ethnology, Biological Anthropology, Zoo- 
logical Anthropology, Physiological Anthropology, Sociology, 
and Comparative Ethnography. 

The Pasteur Institute has an admirably organised school 

of Microbiology and numerous laboratories arranged in five 
services, with accommodation for fifty persons. In order to 
be admitted to this school it is necessary to send an appli- 
cation to the institute, together with a description of the 
investigations or the work contemplated. A person so admitted 
can remain at the institute for an indefinite time provided 
that his work is continuous. For working in the laboratories 
there is a fixed charge of 50 francs (£2) a month, which, 
however, is remitted in the case of a certain number of 
students selected by the institute. The five laboratory 
services above-mentioned are as follows: (1) Rabies 
(M. Grancher, M. Charrin, and M. Chantemesse); (2) 
general microbiology (M. Duclaux); (3) technical micro- 
biology (M. Roux), together with laboratory for diphtheria 
(M. Martin); (4) microbiology applied to hygiene, in- 
cluding vaccins (M. Chamberland); and (5) morphological 
and comparative microbiology (M. Metchnikoff). The 
department of technical microbiology presided over by 
M Roux is devoted to teaching as well as to original investi- 
gation. The course of instruction lasts six weeks, and 
admission to it is obtained by merely entering one’s name 
and paying a fee of 50 francs (£2). As the places assigned 
to workers are at present not very numerous it is necessary 
to enter one’s name two years in advance. 
Finally, there are in Paris numerous private hospitals and 
polyclinics which are well attended by both students and 
practitioners. At some there are lectures open to all-comers 
and free. In others the medical men who attend accompany 
the physician or surgeon on his visit, and clinical instruction 
is given on the cases which happen to be under treatment ; 
such is the case in the celebrated ophthalmological clinics 
(Galezowski, de Wecker, Landolt, &c ), as 
of laryngology and gynecology. The laryngo clinic 
of Dr. Castex has recently been incorporated with the School 
of Medicine, and a fee is charged for instruction. With this 
exception it is in all cases sufficient to apply to the 
physician or surgeon for permission to attend his clinic, and 
the request is immediately granted. 


GERMANY. 

Post-graduate lectures and demonstrations are given in 
most of the universities of Germany. As a rule, their 
duration is from three to four weeks, the university vacation 
being the usual period. They are delivered partly by the 
ordinary professors and partly by privat-docents or lecturers. 
These lectures and demonstrations are not included in the 
official course of university instruction, they are private 
undertakings ; but those who attend them are none the lees 
freely admitted to the university laboratories and hospitals. 
Medical men wishing to join these courses have no formalities 
to comply with beyond entering their names and paying the 
fees for the lectures or the practical work which they happen 
to prefer. In the event of their intending to study in Berlin 
they should apply to Mr. Anders, Registrar of the Associa- 
tion for Post-graduate Study, Langenbeck House, N.W. 
Ziegelstrasse 8. Lists of the lectures may be obtained from 
this gentleman, and may also be seen in the advertisement 
columns of the leading German medical journals. 


AUSTRIA. 

Courses of lectures, the attendance on which is limited to 
medical men in tice, are delivered in Vienna, but not in 
any other Austrian University. They have been introduced 
on the initiative of Professor Wagner, who has for a year 
been Dean of the Vienna Medical Faculty, and has appointed 
two months (August and September) during which they are 
delivered in two series by the most eminent prirvat-docents 
and assistants of the faculty. Each course lasts four weeks, 
and the fees vary from twenty gulden (£1 17s.) to fifty 
guiden (£4 13s.), according to the subject. The first 
series began on Aug. 2nd and comprised the following 
courses: Pathological Anatomy (Dr. Albrecht and Dr. 
Stoerk), Bacteriology (Dr. Ghon), Experimental Pathology 
(Dr. Biedl), Pharmacology (Dr. Hockauf), Internal 
Medicine (Dr. Hammerschlag, Dr. Czinner, and Dr. 


Tiirk), Neuro-pathology (Dr. Redlich), Diseases of Children 
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(Dr. Franz), Ophthalmology (Dr. Topolanski, Dr. Hanke, 
Dr. Gruber, and Dr. Ko6nigstein), Laryngology (Dr, 
Grossmann, Dr. Rethi, Dr. Ebstein, and Dr. Koschier). 
Diseases of the Ear (Dr. Bing and Dr. Kaufmann), Derma- 
tology and Syphilis (Dr. Rille and Dr. Spiegler), ()bstetrics 
and Gynecology (Dr. Wertheim, Dr. Woyer, Dr. Hink, 
Dr. Ludwig, Dr. Knauer, and Dr. Savor). The second series 
will begin on Sept. 1st and will include the following 
courses: — Anatomy (Dr. Tandler), Pathological Anatomy 
(Dr. Kolisko and Dr, Albrecht), Bacteriology (Dr. Ghon), 
Experimental Pathology (Dr. Liedl), Forensic Medicine 
(Dr. Haberda), Internal Medicine (Dr. Pal, Dr. Schlesinger, 
Dr. Eisenschitz, and’ Dr. Sternberg), Surgery (Dr. Fraenkel), 
Dr. Schnitzler, and Dr. Fried)‘inder), (ophthalmology (Dr. 
Bernheimer, Dr. Kinigstein, Dr. Sachs, and Dr, Winter- 
steiner), Diseases of the Ear (Dr. Bing, Dr. Pollak, Dr. Alt, 
and Dr. Kaufmann), Dermatology and Syphilis (Dr. Rille, 
Dr. Spiegler, and Dr. Zeissl), Obstetrics and Gynxcology 
(Dr. Lott, Dr. Braun, Dr. Herzfeld, Dr. Wertheim, Dr. 
Neumann, Dr. Woyer, Dr. Ludwig, Dr. Knauer, and 
Dr. Savor). These courses are likely to be preferred by 
medical practitioners to those delivered during the session 
from October to July, as they are not attended by students. 


ITALY. 


In many Italian medical schools special courses of instruc- 
tion, clinical and theoretical, are now given to men who are 
already engaged in practice. Those who attend are mostly 
either on the one hand dispensary practitioners or divisional 
surgeons (medici condotti) or, on the other hand, graduates 
who take up special courses of study (particularly laboratory 
work) in order to become eligible for public health appoint- 
ments under Government. For instance, at the University 
of Pavia a special series of lectures and demonstrations in 
bygiene has just been brought to a conclusion. The course 
was organised by Dr. Giuseppe , professor of the 
subject in the University, and was attended by graduates 
from all parts of Italy, attracted not only by the well-known 
expository power of the professor, but also by the prefer- 
ential claim to sanitary posts conferred on all who have 
passed the examinations instituted by the Pavian school. 
Again, at Genoa, the post-graduate session of Dr. Maragliano, 
Professor of Clinical Medicine in that school, attracts an 
increasing attendance from other provinces besides those of 
the Alta Italia. In this course instruction is given in the 
refinements of sero-therapy, particularly as applied to 
pulmonary tuberculosis. 


HuNGARY. 


Foreign medical men who do not desire to obtain 
Hungarian qualifications, but merely to increase their 
knowledge by t-graduate study, will find no difficulty 
in pursuing their objects. They are allowed to enro) them- 
selves among the “ ausserordentliche Hoérer’’ (students in 
special subjects) at a comparatively low fee, and are given 
every facility for practical study; vivisection, for instance, 
is amply provided for. All the lectures are delivered in the 
Hungarian language, but all the professors and teachers 
speak German, and some of them speak French and English 
as well. The cost of living in Budapest is nearly the same 
as in Vienna ; the journey between the two towns takes tive 
hours by railway. 


Tae Institvre oF CHEMISTRY OF GREAT BRITAIN 
AND IRELAND.—At the recent July examinations the 
following were the names of those candidates who passed the 
Practical Examination for the Associatesbip : James Bruce, 
B.Sc. Lond., Harry Burrows, Robert George Grimwood, 
Robert Ferris Lyle, Robert Curling Styles, Assoc. R.C. Sc. 
Lond., and Arthur Lee White. The following passed the 
lotermediate Examination : William Bowen, Harry Thornton 
Calvert, BSc. Vict., Alexancer Hugh Dewar, Albert 
Lucas Enotwistle, and Bertram William John Warren. 
in the Final Examination for the Associateship the suc- 
cessful candidates were as follows : Reginald Arthur Berry, 
James Hembrough, Assoc. R.C.Sc. Lond., Robert Dexter 
Littlefield, Charles Alfred West, Assoc. RC.Sc. Lond., 
Frederick Jobo Bolt (Fellowship), John Alfred Foster, Albert 
Edward Parkes, James Darnell Granger, Ph D. Berlin (Fellow- 
ship), Gilbert Thomas Morgan, B.Sc. Lond., Jobn Henry 


Sugden, B.Sc. Viet., and Frederic William pres 


(Fellowship), 


SESSION 1897-98. 
GENERAL COUNCIL OF MEDICAL EDUCA- 
TION AND REGISTRATION OF THE 
UNITED KINGDOM, 


Registration of Medical Students.—The following are the 
General Medical Council’s Regulations in reference to the 
registration of students in medicine :— 

Every medical student shall be ed in the manner 
prescribed by the General Medical Council. No medical 
student shall be registered until he has passed a preliminary 
examination as required by the General Medical Council, and 
has produced evidence that he has commenced medical 
study. The commencement of the course of professional 
study recognised by any of the qualifying bodies shall not 
be reckoned as dating earlier than fifteen days before the 
date of registration. The registration of medical students 
shall be placed under the charge of the branch registrars. 
Every person desirous of being registered as a medical student. 
shall apply to the branch registrar of the division of the 
United Kingdom in which he is residing ; and shall produce 
or forward to the branch registrar a certificate of his having 

sed a preliminary examination as required by the General 

edical Council, and evidence that he has commenced medical 
study. The branch registrar shall enter the applicant’s name 
and other particulars in the Students’ Register, and shall 
give him a certificate of such registration. Each of the 
branch registrars shall supply to the several qualifying bodies, 
medical schools, and hospitals, in that part of the Unitea 
Kingdom of which he is registrar, a sufficient number of blank 
forms of application for. the registration of medical students. 
Applications for special exceptions are dealt with by the 
Students’ Registration Committee, which reports all such 
cases to the Council. 

The Preliminary Examination in General Education, 
required to be passed previously to registration as a Medical 
Student, shall be as follows :— 

** 1. English language, including grammar and composition. 2 Latin, 
including grammar, translation from specified authors, and translation 
of easy passages not taken from such authors. 3. Mathematics, com- 
prising (a) arithmetic, (b) algebra, as far as simple equations, inclusive ; 
(c) geometry, the subject matter of Euclid, Books L, I1., and IIL., with 
easy deductions, 4. One of the following optional subjects : (a) Greek, 
(0) (c) German, (d) Italian, (e) any other modern language, (f> 
The Council will not in future accept any certificate of in Pre- 
liminary Examination in General Education unless the whole of the 
subjects included in the Preliminary Examination required by the 
Council for Registration of Stud of Medicine have been passed at 
the same time. 

Professional. Education,—¥or those who commenced study 
after Jan. 1st, 1892, the course of professional study 
after registration sball occupy at least five years. 

Final examination in Medicine, Surgery, and Midwifery 
must not be passed before the close. of the fifth academic. 
year of medical study. ‘ 

H. E. Allen, LL.B., Registrar of the General Council 
and of the Branch Council for. England, 299, Oxford-street, 
London, W.—James. Robertson, Registrar of the Branch 
Council for Scotland, 48, George-equare, Edinburgh.—S. W. 
Wilson, Registrar of the Branch Council for Iceland, 
35. Dawson-street, Dublin. 

The following is a list of Examining Bodies whose exa- 
minations in general education are recognised by the 
General Medical Council as qualifying for registration as a 
medical or dental student the applicant producing satis- 
factory evidence that he has passed them :— 

I.—UNIVERSITIES IN THE UNITED KINGDOM. 

University of Oxford.—Junior Local Examinations. Senior 
Local Examinations. Responsions. Moderations, Examina- 
tion for a d in Arts. 

University of Cambridge.—Janior Local Examinations. 
Senior Local Examinations. Higher Local Examinations. 
Previous Examination. General Examination. Examination 
for a degree in Arts. 

University of Durham.—Examination for Certificate of 
Proficiency. Preliminary Examination in Arts for Gradua- 
tion in Medicine and Science. for a degree in 
Arts. 

University of London.—Matriculation Examination. Exa- 
mination for a degree in Arts or Science. 

Victoria University.—Preliminary Examination. Entrance 
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Examination in Arts. Final Examination for a degree in 
Arts or Science. 

University of Wales.—Matriculation Examination. Final 
Examination for a degree in Arts. 

University of Edinburgh.—L cal Examinations (Senior and 
Janior). Preliminary Examination for Graduation in Arts 
or Science or Medicine and Sargery. Examination for a 
degree in Arts or Science. 

University of Aberdeen.—Local Examinations (Senior and 
Junior). Preliminary Examination for Graduation in Arts or 
Science or Medicine or Surgery. Examination for a degree 
in Arts or Science. 

University of Glasgow. — Preliminary Examination for 
Graduation in Arts or Science or Medicine and Sargery. 
Examination for a degree in Arts or Science. 

University of St. Andrews.—Preliminary Examination for 
Graduation in Arts or Science or Medicine and Surgery. 
Examination for a degree in Arcs or Science. Final Examina- 
tion for the diploma of L L.A. 

University of Dublin.—Pablic Eotrance Examination. 
Examination for the first, second, — or fonrth year in 
Arts. Examination for a degree in Ar 

Royal University of Ireland. * Matriculation Examination. 
Examination for a degree in Arts or Science. 

Oxford and Cambridge Schools Examination Board.— 
Lower certificate (to include all the required subjects at one 
time). Higher certificate (to include the required subjects). 


II.—MEDICAL LICENSING BODIES. 
Royal Colleges of Physicians and Surgeons in Ireland.— 
Pre Examination (Certificate to include all the 
required subjects at one time).' 


III.—EDUCATIONAL BODIES OTHER THAN UNIVERSITIES. 
College of Preceptors.—Ex«mination for a First Class 
Certificate or Second Class Certificate of First or Second 
Division. Preliminary Examination for Medical Students. 
Intermediate Education Board of Ireland.—Janior Grade 
Examination ; Middle Grade Examination; Senior Grade 
Examination (Certificate in each case to include all the sub- 
jects required). 
Educational Institute of Scotland. — Preliminary Medical 
Examination. 
Scoteh Education Department. — Leaving Certificates in 
Lower and Higher Grades and in Honours. 


IV.—InpIAN, COLONIAL, AND FoREIGN UNIVERSITIES 
AND COLLEGES. 

The Certificates from Indian, Colonial, and Foreign 
Universities and Colleges, must contain evidence ‘‘that the 
Examination has been conducted by or under the authority 
of the Body granting it, includes all the subjects required 
by the General Medical Council, and states that all the sub- 
jects of Examination have been passed in at one time; and 
<opies of the form of the required Certificate will be supplied 
by the Registrar of the Council for the purpose. In the case 
of Natives of India or other Oriental countries, whose ver- 
macular is other than English, an Examination in a Classic 
oe eee may be accepted instead of an Examina- 


REGULATIONS 


OF THE 
MEDICAL EXAMINING BODIES IN THE 
UNITED KINGDOM. 


— 


UNIVERSITY OF OXFORD. 


THERE are two degrees in Medicine, B.M. and D.M., and 
two aoapens in Surgery. B.Ch. and M.Ch. 

The B.M. and BCh. degrees are granted to those 
members of the University who have passed the Second 
Examination. Graduates in Arts (B.A. or M.A.) are alone 
eligible. for these two degrees. In order to obtain the 

of B.M. and B.Ch. the following examinations must 

be passed :—1. Preliminary subjects : Mechanicsand Physics, 
Chemistry, Animal Morphology and Botany. 2. Profes- 
sional. (a) First Examination: Subjects——Organic Che- 
mistry, unless the candidate has obtained a first or second 
class in Chemistry in the Natural Science School ; Homan 


1 The Council has recommended that this ‘examination | be d dis- 
continued, 


Physiology unless he has obtained a first or second class in 
Animal Physiology in the Natural Science School ; Human 
Anatomy, and Materia Medica with Pharmacy. () Second 
Examination : Subjects—- Medicine, Surgery, Midwifery, 
Pathology, Forensic Medicine with Hygiene. The approxi- 
mate dates of the examinations are as follows :—Prelimi- 
naries—Mechanics, Physics and Chemistry, December and 
Jane; Avimal Morphology and Botany, December and 
March ; Professional (First and Second B.M.), Jane and 
December. 

The degree of D.M. is granted to Bachelors of Medicine of 
the University—-(1) who took the degree of B.M. previously 
to the end of Trinity Term, 1886, provided they have spent 
three years in the practice of Medicine after taking that 
degree, and have composed a dissertation on some medical 
subject approved by the Regius Professor of Medicine, before 
whom it must be read in public ; (2) who took the degree of 
B.M. subsequently to the end of Trinity Term, 1886, provided 
they have entered their thirty-ninth term and have com- 
posed on some medical subject a dissertation which is. 
approved by the professors in the Faculty of Medicine and 
examiners for the degree of B.M. whose subject is dealt 
with. A book published within two years of the candidate’s 
application for the degree may be substituted for a disserta- 
tion. The degree of M.Ch. is granted to Bachelors of Surgery 
of the University who have entered their twenty-seventh 
term, who are members of the surgical staff of a recognised 
hospital, or have acted as Dresser or House Surgeon in such 
a hospital for six months, and who have passed an examina- 
tion in Surgery, Surgical Anatomy, and Sargical Operations. 
This examination is held annually, in Jane, at the end of the 
Second B.M. Examination. 

The First Examination for the degrees of B.M. and B.Ch. 
may be passed as soon as the Preliminary Scientific Exami- 
nations have been completed. The subjects of this examina-) 
tion may be presented tely or in any combination or 
in any order, provided Anatomy and Physiology be passed. 
together. 

The Second Examination may be after the com- 
pletion of the first. Before admission to the Second Exa-> 
mination candidates must present Certificates of instruction 


‘in Infectious and Mental Diseases, and of attendance on 


Labours, and of proficiency in the practice of Vaccination. 

Scholarships, §c.—Scholarships in some branch of Natural. 
Science (Chemistry, Physics, Biology) of the average 
value of £80 per annum, tenable for four years and 
renewable under certain conditions for a fifth year, as 
well as Exhibitions of a less annual value, are awarded 
after competitive examination every year by some of the 
Colleges. Notices of vacancy, &c., are published in the 
University Gazette. In February there is competed for 
annually, by those who, having obtained a first-class in 
any school (Moderations or final), or a Scholarship or Prize 
open to general competition in the University, have passed 
all the examinations for the degree of B.A., one Radcliffe 
Travelling Fellowship. It is tenable for three years, and is 
of the annual value of £200. The examination is partly 
scientific, partly medical. The holder must travel abroad 
for the purpose of medical study. A Rolleston Memorial 
Prize is awarded once in two years to members of the 
Universities of Oxford and Cambridge of not more than ten 
years’ standing for an original research in some Biological 
subiect including Physiology or Pathology 

More detailed information may be obtained from the 
University Calendar ; from the Examination Statutes, 1894,, 
which contain the official schedules of the several subjects 
of examination in both Arts and Medicine; from the 
Student’s Handbook to the University ; from the Regius 
Professor of Medicine; and from the Professors in the 
several departments of science. 

The Lecturers for the various subjects are as follows :— 
Regius Professor of Medicine: J. 8. Burdon Sanderson, ~ _ 
Pathological Histology and Practical Bacteriology: 
Lecturer on Pathology, J. Ritchie, D.M. Edin. ve 
Haman Anatomy: A. Thomson, M.A. Waynflete Professor of 
Physiology : F. Gotch, M.A. ; Advanced Course: the Lecturer 
on Physiology, J. 8. Haldane, M.A. Practical Physiology 
and Histology : G. Mann, D.M. Edin. Lichfield Lecturer in 
Clinical Medicine: G,. J. Wilson, M.A., D.M.Dub. Lichfield 
Lecturer in Clinical Surgery: W. L. Morgan, M.A. Organic 
Chemistry in Relation to Medicine, &c.. followed by Practical 
Work: Aldrichian Demonstrator, W. W. Fisher, M.A., 
and J. E. Marsh, M.A’ Lecturer in Materia Medica, 
J. E. Marsh, MA. Linacre Professor of Comparative 
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Anatomy, E. Ray Lankester, MA. Et‘ementary Animal 
(Practical): the Aldrichian Demonstrator, 


. B. Benham, M.A., and assistants. Sherardian 
Professcr of Botany: 8S. H. Vines, M.A; Waynflete 
Professor of Chemistry: W. Odling, M.A. Inorganic 
Chemistry: A. G. Vernon Harcourt, M.A. Laborato: 


Instruction: W. W. Fisher, M.A.; J. Watts, M.A.; V. H. 
Veley, M.A.; and J. E. Marsh, M.A. Professor of Experi- 
mental Philosophy: R. B. Clifton, M.A. Instruction in 
Practical Physics: Professor Clifton, M.A.; J. Walker, M.A.; 
W. F. 8. Churchill, B.A. ; and J.C. Aisop. B.A. Elementary 
Heat and Light: RK. E. Baynes, M.A. Elementary 
Mechanics ; F. J. Smith, M.A. 


UNIVERSITY OF CAMBRIDGE. 


The student must enter at one of the Colleges, or as 
& non-collegiate student, and keep nine terms by 
residence in the University. He must pass the Previous 
Examination in Classics, Mathematics, &c., which may, and 
should if possible, be done immediately on coming into 
residence in October, or, what is better, obtain exemption 
through the Oxford and Cambridge Schools Examination 
Board or the Cambridge Senior Local Examinations, before 
commencing residence. He may then devote himself to 
medical study in the University, attending the hospital and 
the medical lectures, dissecting, ks. Or he may, as nearly 
all students now do, proceed to take a degree in Arts, either 
continuing mathematical and classical study and passing 
the ordinary examinations for B.A., or going out in 
one of the Honour Triposes. The Natural Sciences 
Tripos is the most appropriate, as some of the subjects are 
practically the same as those for the first and second M.B. 
examinations. 

For the degree of Bachelor of Medicine (M.B.) five years 
of medical study are required. Tois time may be spent in 
Cambridge or at one of the recognised Schools of Medicine. 
The first three or four years are usually spent in 
Cambridge, the student remaining in the University 
till he has passed, say, the examination for the 
Natural Sciences Tripos and the first and second examina- 
tions for M.B. Cambridge being now a complete School of 
Medicine, all the requisite lectures and hospital practice 
may be attended here, and many students remain to attend 
lectures and hospital practice until they have passed the 
first part of the third examination for M.B. The supply 
of subjects for Dissection, Practical Surgery, &c., is 
abundant. 

There are three examinations for M.B The first in 
Chemistry and other branches of Physics, and in Elementary 
Biology. ‘These parts may be taken together or separately. 
The second in Human Anatomy and Physiology and in Phar- 
maceutical Chemistry. These may be taken together or 

tely. The third may also be taken in two 

viz., (L) Principles and Péactic2 of Sargery (with Operative 
and Clinical Surgery) and Midwifery and Diseases of 
Women; and (2) Pathology, Principles and Practice of 
Medicine, including Pharmacology and Therapeutics, 
Elements of Hygiene, Medical Jurisprudence and Mental 
Diseases. The examinations are partly in writing, 
partly oral, and partly practical, in the hospital, in the dis- 
secting-room, and in the laboratories. An Act has then to 
he kept in the Poblic Schools, by the candidate reading an 
original dissertation composed by himself on some subject 
approved by the Regius Professor of Physic. 

As Operative and Clinical Surgery now form parts of the 
third M.B. examination candidates who bave passed both 
parts of that examination are admitted to the degree of 
Bachelor of Surgery (B.C.) without separate examination, 
and without keeping an Act. 

The degree of Doctor in Medicine may be taken three 
years after that of M.B., or four years after that of M.A. 
An Act has to be kept, consisting of an original Thesis 
sustained in the Pablic Schools, with vird-voce examination ; 
and an extempore Essay bas to be written on some sabject 
relating to Physiology, Patholegy, the Practice of Medicine, 
or State Medicine. 

For the degree of Master in Surgery (M. C. ) the candidate 
must have all the examinations for BC. He is 
required either (1) to pass an examination in Sargical 
Anatomy and Sargical Operations, Pathology and the Prin- 
ciples and Practice of Surgery, and to write an extempore 
Essay on a Surgical Subject ; or (2) to submit to the Medical 


Board original contributions to the advancement of the 
Science or Art of Sargery. Before he can be admitted to the. 
examination two years at least must have elapsed from 
the time when he completed all required for the degree of 
B.C 


An abstract of the Regulations and Schedules of the range. 
of the examinations in Chemistry, Physics, Biology, and 
Pharmaceutical Chemistry may be obtained upon sending 
a stamped directed envelope to the Registrary, Cambridge. 
on information is contained in the Cambridge University 

lendar. 


UNIVERSITY OF LONDON. 


The Matriculation HExamination.—Candidates for any 
degree in this University must have passed the Matricula- 
tion Examination. No exemption either from Matriculation 
or from subsequent examinations is allowed on account of 
degrees obtained at other Universities or of examinations 
of other examining bodies that may have been passed. The 
examinations take place twice in each year—on the second 
Monday in January and the second Monday in Jane ; and. 
may be held not only at the University of London, but also, 


under special arrangement, in other parts of the United. 


Kingdom or in the colonies. Every candidate must, not 
less than five weeks before the commencement of the 
examination, apply to the Registrar for a form of 
entry, which must be returned not less than four weeks 
before the commencement of the examination, accompanied 
by a certificate showing that the candidate has completed 
his sixteenth year, and by his fee for the examination. A 
certificate from the Registrar-General in London or from 
the superintendent registrar of the district, or a certified 
copy of the baptismal register, is required in every case in 
which it can possibly be obtained. In other cases a declara- 
tion of the candidate’s age, made before a magistrate by his 
parent or guardian, or by the candidate, if of full age, will 
be accepted. As candidates cannot be admitted after the 
list is closed, any candidate who may not have received a. 
form of entry within a week after applying for it should 
oommunicate immediately with the Registrar, stating the 
exact date of his application and the place where it was 
posted. Every candidate must paya fee of £2, and if he 
withdraws his name, or fails to present himself at the 
examination, or fails to pass it, the fee shall not be returned 
to him, but he shall be allowed to enter for any subsequent 
matriculation examination upon payment at every such 
entry of an additional fee of £1, provided that he comply with 
the other regulations. Candidates must show a competent 
knowledge of: 1. Latin. 2. One of the following 
languages: Greek, French, German, Sanskrit, Arabic. 
(No credit will be given for more than one, and 
candidates desiring to be examined in the last 
two must give two months’ notice to the Registrar.) 
3. The English Language, English History, and 

phy. 4. Mathematics (Elementary). 5. Mechanics 
(Elementary). 6. One of the following branches of science - 
Chemistry, Heat and Light, Magnetism and Electricity, 
Botany. (No credit will be given for more than one of these 
subjects. The examination in Botany is only held in the 
United Kingdom. Candidates in any one of the optional 
Branches of Science will find it an advantage to have 
obtained some elementary instruction in the practical ure 
of apparatus.) A pass certificate signed by the Registrar is 
delivered to each successful candjdate after the report of the 
examiners sball have been approved by the Senate. The 
first six candidates in the Honours Division, of not more 
than twenty years of age at the commencement of the 
examination, shall respectively receive an exhibition or a 
prize. Any candidate obtaining a place in the Honours 
Division at the matriculation examination in January shall 
be admissible to the intermediate examination either in 
Arts or in Science in the following July. 

Provincial Examinations for Matriculation,—These exami- 
nations are appointed by the Senate from time to time upon 
the application of any city, institution, or college desiring 
to be named as a local centre for one or more examinations, 
and are carried on simultaneously with: the examinations 
in London under the supervision of sub-examiners also 
appointed by the Senate. Candidates wishing to be 
examined at any provincial centre must give notice upon 
their forms of entry to the Registrar of the University, who 
will then make all necessary arrangements. Besides the 
University fee, a fee usually varying from £1 to £2 is 
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charged by the local authorities, and must be paid at the 
eocal centre immediately before the commencement of the 
several examinations. The answers of the candidates at the 
provincial examinations are reviewed the examiners at 
the same time as the answers of the candidates examined in 
London, and a list of the candidates who have passed at 
each provincial examination is published at the time fixed 
at the place where such examination has 

n held. 

The Preliminary Scientific (M.B.) Examination.—Pro- 
fessional studies pursued before the whole of this examina- 
tion has been passed will not count towards the course 
required for the M.B. degree The examination takes 
place twice in each year, once for Pass and Honours, com- 
mencing on the third Monday in July, and once for Pass candi- 
dates, only, commencing on the third Monday in January. 
Every candidate must, not less than five weeks before the com- 
mencement of the examination, apply to the Regis 
trar for a form of entry, which must be returned not less than 
four weeks before the commencement of the examination, 
accompanied by the candidate’s fee of £5. The subjects 
of the Preliminary Scientific Examination are divided into 
two sections: (1) Chemistry and Physics, (2) General 
Biology. Chemistry includes a written examination 
in Inorganic Chemistry and a_ vivd voce examina- 
tion in Qaalitative Analysis. Physics implies a know- 
ledge of acoustics, heat, magnetism, electricity, and 
Optics. General Biology comprises a knowledge of the 
elements of z ological (vertebrate or invertebrate), and 
botanical morphology, physiology, and embryology. 
Candidates shall allowed to enter for the whole 
examination or for either section. Candidates who present 
themselves for the two sections together shall be credited 
with either section in which they may have passed, although 
they may have failed to pass in the other, but no such candi- 
date shall be placed in the Honours List. Candidates must 
bear in mind that the standard of attainment for the 
Honours examination is much higher than that for the 
Pass examination; and they should therefore exercise due 
caution in making their choice, to which they will be 
required to adhere. A candidate who has entered for 
the Pass examination will not be allowed to take the 
Honours papers; and only under special circumstances 
will a candidate who has entered for Honours in any 
subject be transferred to the Pass examination in that subject. 
The fee of £5 covers the whole of the examination, whether 
taken altogether or in sections. 

Provincial Examinations for the Preliminary Scientific 
(M.B.) Examination.—These examinations are held in 
Jaly only at nearly the same places as_ those 
appointed for the June Provincial Matricalation ex- 
aminations. The practical examinations in chemistry 
are conducted at the provincial centres, but all candidates 
must attend at the University for the practical examinations 
in Physics and Biology. 

Bachelor of Medicine.—Every candidate for tbe degree of 
Bachelor of Medicine will be required—1. To have 
the Matriculation Examination in this University not less 
than five years previously. 2. To have passed the Pre- 
liminary Scientific (M.B.) Examination not less than four 
years previously. 3. To have been engaged in his pro- 
fessional studies during five years subsequent to 
matriculation and four years subsequent to passin 
the Preliminary Scientific Examination* at one or more 0} 
the medical institutions or schools recognised by this Uni- 
versity, one year at least of the four being spent in one or 
more of the recognised institutions or schools in the United 
Kingdom. 4. To p1ss two examinations in Medicine. 

Intermediate Examination.—The Iatermediate Examina- 
tion in Medicine takes place twice in each year—once for 
Pass and Honours. commencing on the second Monday in 
July, and once for Pass candidates only, commencing on the 
third Monday in January. The subjects of the examina- 
tion are Anatomy, Physiology and Histology, Organic 
Chemistry, Materia Medica, and Pharmaceutical Chemistry. 
The standard of attainment required for Honours is much 
higher than for a Pass. No candidate shall be admitted 
to this examination unless he have passed the Preliminary 
Scientific Examination at least two years previously, and 
have produced certificates to the following effect :—1. Of 


2 Candidates who passed the Matriculation Examination in January, 


having completed his nineteenth year. 2. Of having, sub- 
sequently to having passed the Preliminary Scientific Exami- 
nation, been a student during two years at one or more of 
the medical institutions or schools recognised by this 
University, and of having attended a course of lectures on 
each cf three of the subjects in the following list : Descrip- 
tive and Surgical Anatomy, sear and Histology, 
Pathological Anatomy, Materia Medica and Poarmacy, 
General Pathology, General Therapeutics, Forensic Medicine, 
Hygiene, Obstetric Medicine and ases peculiar to Women 
and Infants, Surgery, Medicine. 3. Of having, subsequently 
to having passed the Preliminary Scientific Examina- 
tion, dissected during two sessions. 4. Of having, subse- 
quently to having passed the Preliminary Scientific Exami- 
nation, attended a course of Practical Chemistry, compre- 
bending practical exercises in conducting the more important 
processes of general and pharmaceutical chemistry, in 
applying tests for discovering the adulteration of articles of 
the Materia Medica and the a and nature of poisons, 
and in the examination of mineral waters, avimal secretions, 
urinary deposits, calculi, &c. 5. Of having attended to 
Practical Pharmacy and of having acquired a practical 
knowledge of the preparation of medicines. These certifi- 
cates (as is the case also with all the certificates hereinafter 
mentioned) must be transmitted to the Registrar at least 
four weeks before the commencement of the examination. 
Fee for this examination, £5 

M.B. Examination,—Toe M B, Examination takes place 
twice in each yea:—once for Pass and Honours, commencing 
on the last Monday in October, and once for Pass candi- 
dates only, commencing on the first Monday in May. 
The subjects of the examination are General Pathology, 
General Therapeutics, Hygiene, Surgery, Medicine, Obstet 
Medicine, and Forensic Medicine. No candidate will be 
admitted to this examination within twenty-one months 
of the time of his passing the Intermediate Examination 
unless he be a registered medical practitioner of not less 
than three years’ standing, in which case he must pro- 
duce a certificate of having gone through the uired 
course of training at some time previously. very 
candidate must produce certificates :—-1. Of having passed 
the Intermediate Examination. 2. Of having attended 
a course of lectures on each of two of the subjects 
enumerated above in the regulations for that examina- 
tion for which the candidate had not on that occasion 
presented certificates. 3. Of having conducted at least 
twenty labours. Certificates on this subject will be 
received from any legally qualified practitioner in Medi- 
cine. 4. Of having attended the Surgical Practice of a 
recognised hospital or hospitals during two years, with 
clinical instruction and lectures on Cl Sargery. 5. Of 
having attended the Medical Practice of a recognised 
hospital or hospitals during two years, with clinical 
instruction and lectures on Clinical Medicine, including 
Infectious Diseases and Lunacy. 6. Of having, after 
having attended Sargical and Medical Hospital Practice 
for at least twelve months subsequently to passing the 
Intermediate Examination in Medicine, attended to Prac- 
tical Medicine, Surgery, or Obstetric Medicine, with 
p awe charge of patients, in a hospital, infirmary, 

pensary, or parochial union during six months, such 
attendance not to be counted as part of either the Surgical 
or the Medical Hospital Practice prescribed in Clauses 4 
and 5. 7. Of having acquired proficiency in Vaccination. 
Certificates on this subject will be received only from the 
authorised vacc’nators appointed by the Privy Council. The 
fee for this examination is £5. 
Bachelor of Surgery.—The exam‘nation for the degree of 
Bachelor of Sargery takes place once in each year, and 
commences on the Tuesday following the first Monday in 
December. Candidates must produce certificates to the 
following effect :—1. Of having passed the examination for 
the degree of Bachelor of Medicine in this University. 2. Of 
having attended a couree of instruction in Operative Surgery 
and of having operated on the dead subject. The sub- 
jects of the examination are Surgery and Pathology and 
Sargical Anatomy. Fee £5. 
Master in Surgery.—Tne examination for the degree of 
Master in Surgery takes place once in each year, and com- 
mences on the first Monday in December. Candidates 
must produce certificates to the following effect: 1. Of 
baving taken the degree of Bachelor of Surgery in this 
University. 2. Of having attended, subsequently to having 
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(a) to Clinical or Practical Surgery daring two years 
in a hospital or medical institution recognised by this 
University ; or (+) to Clinical or Practical Sargery during 
one year in a hospital or medical institution recognised by 
this University, and of having been engaged during three 
years in the practice of his profession ; or (c) of having been 
engaged daring five years in the practice of his profession, 
either before or after taking the degree of Bachelor of 
Surgery in this University. One year of attendance on 
Clinical or Practical Surgery, or two years of practice, will 
be dispensed with in the case of those candidates who at 
the B.S. Examination have been placed in the first division. 
3. Of moral character, signed by two persons of respecta- 
bility. The examination is conducted by means of printed 
papers and vivd-voce interrogation, and the subjects are 
Mental Physiology (especially in its relations to mental 
disorder) and Surgery. Any candidate for the degree of 
M.S. may transmit to the Registrar, not later than Oct. 1st, 
a printed Dissertation, Thesis, or Commentary, written in 
view of candidature, or published within two academical 
years immediately preceding, treating scientifically some 
special department of Surgical Science ; and if the Thesis 
be approved by the examiners the candidate will be exempt 
from the written examination in Surgery. The fee is £5. 

Doctor of Medicine.-The examination for this degree 
takes place once in each year, and commences on the first 
Monday in December. Candidates may present them- 
selves for examination either in Medicine or State Medi- 
cine. Those presenting themselves for the M.D. Exami- 
nation in Medicine must produce certificates to the 
following effect:—1. Of having attended, subsequently 
to having taken the degree of Bachelor of Medicine 
in this University: («) to Clinical or Fractical Medicine 
during two years in a hospital or medical institution 
recognised by this University; (+) or to Clinical or 
Practical Medicine during one year in a hospital or medical 
institution recognised by this University, and of having 
been engaged during three years in the practice of their 
Ye: (c) or of having been engaged during five years 

the practice of their profession, either before or after 
taking the degree of Bachelor of Medicine in this University. 
2. Of moral character, signed by two persons of respectability. 
One year of attendance on Clinical or Practical Medicine 
or two years of practice will be dispensed with in the case 
of those candidates who at the M.B. Examination have 
been placed in the First Division. Candidates presenting 
themselves for the M.D. Examination in State Medicine 
must produce certificates to the following effect :—1. Of 
having attended, subsequently to having taken the degree of 
Bachelor of Medicine in this university : (a) to State Medi- 
cine during two years, including six months’ practical 
instruction in a laboratory and six months’ out-door sanitary 
work; (+) or to State Medicine during one year, and of 
baving held for a period of two years the position of medical 
officer of health in any sanitary district ; (c) or of having 
held for a period of three years the position of medical 
officer of health in any sanitary district. 2. Of moral 
character. One year of attendance on State Medicine or one 
year of holding the position of medical officer of health will 
be dispensed with in the case of those candidates who at the 
M.B, Examination have been placed in the First Division. 
The examination is conducted by means of printed papers 
and vivd-voce interrogation, and the subjects are Medicine 
State Medicine) and Mental Physiology. Any candidate 
or the degree of M.D. may transmit to the Registrar, not 
later than Oct. lst, a printed Thesis, written in view of 
candidature, or published within two academical years 
immediately preceding, treating scientifically some special 
department of Medical Science; and if the Thesis be 
approved by the examiners the candidate will be exempt 
from the written examination in Medicine (or State Medi- 
cine), Fee for this degree, £5. 


UNIVERSITY OF DURHAM. 


One Diploma and six degrees are conferred —viz., the 
Diploma in Public Health and the degrees of Bachelor in 
Medicine, Bachelor in Sargery, Master in Surgery, Doctor in 
Medicine, Bachelor in Hygiene, and Doctor in Hygiene. 
These degrees are open both to Men and Women. 

For the degree of Bachelor in Medicine (M.B.) there are 
four professional examinations. 7 
. The subjects of the First Examination are—Elementary 
Anatomy and Elementary Biology, Chemistry, and Physics. 


The subjects for the Second Examination are—Anatomy, 
Physiology, Materia Medica, Therapeutics, Pharmacology, 
Pharmacy. 

The subjects for the Third Examination are—Pathology, 
Medical Jurisprudence, Public Health, and Elementary 
Bacteriology. 

The subjects of the Fourth Examination are—Medicine, 
Clinical Medicine and Psychological Medicine, Surgery and 
Clinical Surgery, Midwifery and Diseases of Women and 
Children. 

N.B.—It is required that at least one of the five years 
of professional education shall be spent in attendance at. 
the University College of Medicine, Newcastle-upon-Tyne.* 
Candidates for the First Examination who have passed the 
First Examination of the Conjoint Board in England will 
be exempt from the First Examination of the University, 
except in the subjects of Elementary Anatomy, Chemistry, 
and Physics, and candidates who hold a qualification from a 
recognised Licensing Body in the United Kingdom will be 
exempt from the First Examination of the University, except. 
in the subjects of Chemistry and Physics. Candidates who 
have passed the First and Second Examinations of the Uni- 
versity will be exempt from First and Second Examinations. 
of the Conjoint Board. 

For the degree of Bachelor in Surgery (B.S.) every can- 
didate must have the examination for the degree of 
Bachelor in Medicine of the University of Durham, and must. 
have attended one course of lectures on Operative Surgery 
and one course on Regional Anatomy. Candidates will be 
required to perform operations on the dead body, and to give 
proof of practical knowledge of the use of surgical instru- 
ments and appliances. 

For the degree of Master in Surgery (M.S.) candidates 
must not be less than twenty-four years of age, and must 
satisfy the University as to their knowledge of Greek. In 
case they shall not have passed in this subject at the 
Preliminary Examination in Arts for the M.B. degree they 
must present themselves at Durham for examination in 
it at one of the examinations held for this pur- 
pose before they can proceed to the higher degree of M.S. 
They must also have obtained the degree of Bachelor in 
Surgery of the University of Durham, and must have been 
engaged for at least two years subsequent to the date 
of acquirement of the degree of Bachelor in Surgery, in 
attendance on the practice of a recognised hospi' or in 
the naval or military services, or in medical or surgical 

actice. 

PeThe subjects of examination are :—Principles and Practice 
of Surgery, Surgical Pathology, Surgical Anatomy, Surgical 


Operations, Clinical Surgery. 


For the degree of Doctor in Medicine (M.D.) candidates 
must be not less than twenty-four years of age, and must. 
satisfy the University as to their knowledge of Greek. In 
case they shall not have passed in this subject at the 
Preliminary tion in Arts for the M.B. degree, they 
must present themselves at Durham for examination in it 
at one of the ordinary examinations held for this purpose 
before they can proceed to the higher degree of M.D. 
They must also have obtained the degree of Bachelor in 
Medicine of the University of Durham, and must have been 
engaged for at least two years subsequently to the date 
of acquirement of the degree of Bachelor in Medicine, in 
attendance on the practice of a recognised hospital, or in the 
military or naval services, or in medical and surgical prac- 
tice. Each candidate must write an Essay, based on original 
research or observation, on some medical subject selected by 
himself, and approved of by the Professor of Medicine, and 
must an examination thereon, and must be prepared to 
answer questions on the other subjects of his curriculum so 
far as they are related to the subject of the Essay. 

The University of Durham has instituted a special examina- 
tion whereby the degree of Doctor of Medicine may be 
obtained without residence. Candidates shall not be under 
forty years of age and shall have been in active practice for 
fifteen years as registered medical practitioners. They shall 
produce certificates of moral character from three registered 
members of the medical profession, and if they have not 
passed an examination in Arts previously to the Professional 
Examination in virtue of which they have been placed on the 
Register, they shall be required to pass in Classics and 
M . They will be examined in the Principles and 


3 This regulation will not apply co candidates registerit.g as medical 
students on or after Uct, 1st, 1396, Such candidates n.ust pase th 
all the subjects of the tirst examination. 
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Practice of Medicine, including Psychological Medicine, 
Hygiene, and Therapeutics, the Principles and Practice of 
Sargery, Midwifery, and Diseases of Women and Children, 
Pathology (Medical and Sargical), Anatomy (Medical and 
Sargical), Medical Jarisprudence, and Toxicology. The fee 
will be fifty guineas, of which twenty guineas will be returned 
if the candidate fails to satisfy the examiners. 

Candidates for any of the above degrees must give at least 
twenty-eight days’ notice to Professor Howden, Secretary, 
College of Medicine, Newcastle-on-Tyne. 


VICTORIA UNIVERSITY. 


Colleges of the University: Owens College, Manchester ; 
cor College, Liverpool; and Yorkshire College, 
8. 


Matriculation, which consists in signing the University 
Register, must precede entry upon any course of study in a 
Couege of the University, if that course is to be counted 
towards the required minimum of attendance for a degree. 
Those only can matriculate who are registered students of a 
College of the University. 

Four degrees in Medicine and Surgery are conferred by the 
Victoria University—viz., Bachelor of Medicine and Bachelor 
of Sargery (M.B. and Ch.B.), Doctor of Medicine (M D.), 
and Master of Sargery (Ch.M.). 

All candidates for degrees in Medicine and Surgery are 
required to pass an examination called the Eatrance Examina- 
tion ip Arts, or to have passed such other examination as may 
be recognised by the University for this purpose. * 

Degrees of Bachelor of Medicine and Bachelor of Surgery.— 
Betore admission to the degree of M.B. or Ch.B. candi- 
dates are required to present certificates that they will 
have attained the age of twenty-one years on the day 
of graduation, and that they have pursued the courses of 
study required by the University Regulations during a 

od of not less than five years subsequently to the 
te of their registration by the General Medical Council, 
two of such years having been passed in a College of the 
University, and one year at least having been passed in a 
College of the University subsequently to the date of pass- 
ing the First M.B. Examination. ll candidates for the 
degrees of Bachelor of Medicine and Bachelor of Sargery 
are required to satisfy the examiners in the several subjects 
of the following examinations : the First Examination, the 
Second Examination, and the Final Examination. 

The First Examination.—The subjects of examination are 
‘as follows :—(1) Chemistry ; (2) Elementary Biology; (3) 
Physics. Candidates must have attended during at leag one 
year courses both of lectures and of laboratory work in each 
of the above-named subjects. The Examination is divided 
into two parts: Part 1, Physics and Chemistry; Part 2, 
separately. 

The Second Examination.—The subjects of examination 


the examiners, must 
in the same subjects or in A and 


together. 
The Final Examination.—The subjects of examination 
‘are as follows :—(1) Pharmacology and Therapeutics. (2) 


“General Pathology and Morbid Anatomy. (3) Forensic 
Medicine and Toxicology, and Pablic Health. (4) Obstetrics 
and Diseases of Women. (5) Surgery, 8 Clinical 


and Practical. (6) Medicine, Systematic and Clinical, in- 
cluding Mental Diseases and Diseases of Children. 

Candidates may either present themselves in all the six 
‘subjects of examination on the same occasion, or may pass 
the examination in two parts, the first part consisting of 
two or three of the subjects (1), (2) and (3), the second part 
of the remaining subjects. 


# The examinations at present recognised are :—1l. The Preliminary 
&xamination of Victoria University, provided Latin and Mechanics 
have been taken up. 2. The Matriculation Examination of the Univer- 
sity of London. 3. The Previous Examination of the University of 
Cambridge. 4. Responsions of the University of Oxford. 5. The 
Leaving Certificate Examination (Higher) Examinations 
(Honors) of the Oxford and Cambridge Boards, provided that 
they include Iatin, English, Mathematics, and Elementary Mechanics. 
6. The Fina! #xamination for Graduation in Arts of any university in 
Great Britaiu an} lreland. 


Candidates who fail to satisfy the examiners in the first 
part must either present themselves again ia the subjects as 
selected or in all the six subjects of examination. 

Candidates for the First Part of the examination must have 
completed the fourth winter of medical study. 

Candidates for the Second Part of the examination, or for 
the whole examination, must have completed the fifth year 
of medical study. 

Degree of Doctor of Medicine.—Candidates are not eligible 
for the degree of Doctor of Medicine unless they have 


has elapsed since they passed 

those degrees. Candidates for the degree of Doctor 
of Medicine are required to present a printed Dis- 
sertation embodying the vesults of personal observations 
or original research, either in some department of 
medicine or of some science directly relative to medicine. 
No candidate will be admitted to the degree unless his 
Dissertation shall have been recommended by the 
General Board of Studies to the Council for acceptance. 
Candidates may be examined on any subject connected 
with their dissertations. 

Degree of Master of Surgery.—Candidates are not eligible 
for the degree of Master of Surgery unless they have pre- 
viously received the degrees of Bachelor of Medicine and 
Bachelor of Sargery, and at least one year has elapsed since 
they passed the examination for those degrees. The subjects 
of examination are as follows: (1) Surgical Anatomy ; 
(2) Sargery ; (3) Operative Surgery ; (4) Clinical Surgery ; 
(5) Ophthalmology ; (6) Pathology and Bacteriology. 


UNIVERSITY OF EDINBURGH. 

Four Degrees in Medicine and Surgery are conferred by 
the University of Edinburgh—viz., Bachelor of Medicine 
(M.B.), Bachelor of Sargery (Ch.B.), Doctor of Medicine 
(M.D.), and Master of Surgery (Ch.M.). The degree of 
Bachelor of Surgery cannot be conferred on any person 
who does not at the same time obtain the degree of Bachelor 
of Medicine, and similarly the degree of Bachelor of Medicine 
is not conferred on any person who does not at the same 
time obtain the degree of Bachelor of Sargery. 

Subject to tions to be made from time to time 
by the University Court, the University may also confer 
diplomas in special branches of medical and surgical 
practice on graduates of the University in Medicine and 
Surgery. 


Before commencing his medical studies.each student must 
pass a preliminary examination in (1) Eoglish, (2) Latin, 
(3) Elementary Mathematics, and (4) Greek or French or 
German : Provided always that, in the case of a i 
whose native language is not English, an examination in 
the native language of the candidate may be substituted 
for one in either French or German, and an examination in 
any other classical language for one in Latin or Greek. 

No one is admitted to the degrees of Bachelor of Medicine 
and Bachelor of Sargery who has not been engaged in Medical 
and Surgical study for five years. No course of lectures 
will be allowed to qualify unless the lecturer certifies that 
it has embraced at least one hundred lectures, or fifty 
lectures, as may be required by the regulations, and that 
the student has also duly performed the work of the class. 

Candidates for the degrees of M.B. and Ch.B. must have 
attended for at least three academic years the medical and 
8 practice either of the Royal Infirmary, Edinburgh, or 
of a general hospital which not 
than eighty patients and possesses a tinct staff o 
physicians and surgeons. They must have attended Clinica) 
Surgery during a course or courses extending over not less 
than nine months. These courses may be conducted by the 
professor of clinical surgery, or by professors or lecturers 
appointed for the purpose by the University Court, or by 
the surgeons of the Royal Infirmary, Edinburgh, 
or of a general hospital defined and recognised as herein- 
before provided, and shall consist of regular instraction at 
the bedside, along with clinical lectures. A similar. course 
of clinical medicine during a course or courses extending 
over not less than nine months is required. The candidate 
must have attended a course of instraction in Mental Diseases 
given by the University Lecturer, or by a recognised 
Teacher, consisting of not less than six Class-room 
meetings for lectures and demonstrations and ten 


meetings in the Wards of a recognised Asylum for the 
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insane. The candidate must have attended a course of 
twenty-five meetings on Practical Pharmacy in a university 
or recognised school of medicine, or have dispensei drugs 
for a period of three months in a hospital or dispensary, or 
in an establishment recognised by the Poarmaceutical 
Society. ‘The candidate must have attended, for at least six 
months, by apprenticeship or otherwise, the out-practice of a 
hospital, or the practice cf a dispensary, or of a physician or 
surgeon, or of a member of the London or Dablin Society 
of Apothecaries. He must have acted as clerk in the 
medical wards and dresser in the surgical wards of a public 
hospital for a period of six months in each case; and must 
also have availed himself, to such an extent as may be 
required by the Senatus, with the approval of the University 
Court, of opportunities of studying, at a hospital or 
dispensary, Post-mortem Examinations, Fevers, Diseases of 
the Eye, Operative Surgery, and one of the two following, 
viz.—-Diseases of Children, and Diseases of the Larynx, 
Ear, and Nose, or such other special departments as 
may from time to time be determined. Tne candidate 
must have attended, under the superintendence of a 
registered medical practitioner, twelve cases of labour, 
or such additional number as the Senatus, with the sanction 
of the University Court, may from time to time determine ; 
or have attended for three months the practice of a lying- 
in hospital, or of the maternity department of a general 
hospital or other public charitable institution, and have con- 
ducted personally six or such an additional number of cases 
of labour as the Senatus, with the approval of the University 
Court, may from time to time determine. The candidate 
must have been properly instructed in Vaccination at a 
public vaccination station, by a public vaccinator, authorised 
by the proper Government authority to grant certificates of 
proficiency in vaccination. 

Next, with respect to the places and institutions at which 
the studies of the candidate may be prosecated, the following 
regulations have effect :—Two of the five years of medical 
study must be spent in the University of Edinburgh. The 
remaining three years msy be spent in any University of 
the United Kingdom, or in any Indian, Colonial, or Foreign 
university recognised for the purpose by the University 
Court, or in such medical schools or under such teachers 
as may be recognised for the purpose by the University 
Court. Of the subjects of study, sixteen in number—viz , 
Anatomy, Practical Anatomy, Chemistry, Practical Che- 
mistry, Materia Medica, Physiology, Practical Physiology. 
Practice of Medicine, Surgery. Midwifery and Diseases of 
Women, Pathology, Practical Pathology. Physics, Botany, 
Zoology, Medical Jurisprudence, and Pablic Health—not less 
than eight must be taken in the University of Edinburgh or in 
some other university of the United Kingdom, or in some 
Foreign or Colonial university entitled to confer the degree 
of Doctor of Medicine, recognised for the purpose by the 
University Court, or in a college incorporated with, or 
affiliated to, a university entitled to confer the degree of 
Doctor of Medicine, recognised for the purpose by the 
University Court, 

Fach candidate is examined, both in writing and orally, 
clinically where the nature of the subject admits :— 
First, in Chemistry, Zoology, Botany, and Physics ; second, 
i. Anatomy, Physiology, Materia Medica and Therapeutics ; 
-hird, in Pathology, and Medical Jurisprudence and Pablic 
Health ; and fourth, in Surgery, Medicine, Midwifery, and 
clinically in Medicine and Surgery in a hospital. The 
examinations are conducted, as far as possible, by demon- 
strations of objects placed before the candidates. Candidates 
who profess themselves ready to submit to an examination in 
the first division of these subjects may be admitted to 
examination therein at the first period of examination after 
they have completed their attendance on the necessary 
classes. Candidates who have passed their examination in 
the first division of these subjects may be admitted to 
examination in the second division at the end of their third 
year. Candidates who have passed their examinations in 
the subjects comprised in the first and second divisions may 
be admitted to examination in the third division at the end 
of the fourth winter session. Candidates who have 
their examinations in the subjects comprised in the first, 
second, ard third divisions may be admitted to examination 
in the fourth or final division when they have completed the 
fifth year of study. 

The fee to be | for the degrees of Bachelor of Medicine 
and Bachelor of Sargery is £23 2s., and the proportion of 
this sum to be paid by a candidate at each division of 


the examination sball be as fo)l»ws—viz.: For the First 
Division of the Examination (Botany, Zoology, lPaysics, 
and Chemistry), £6 6s. ; for the Second Division (Anatomy, 
Pnysiology, and Materia Medica and Therapeutics), £6 6s. ; 
for the Third Division (Pathology and Medical Jaris- 
prudence and Pablic Health), £4 4s.; and for the Final 
Division (Surgery and Clinical Sargery, Medicine and Clinical 
Medicine, and Midwifery), £6 6s. The fee to be paid for the 
degree of Doctor of Medicine is £10 10s., avd the fee to be 
paid for the degree of Master of Surgery is £10 10s. 


UNIVERSITY OF GLASGOW. 


The University of Glasgow is both a teaching and an exa- 
mining body, but only candidates whose course conforms 
to Glasgow regulations can be admitted to examination. 
Within certain limits provision is made for accepting in- 
struction given by recognised medical schools and teachers, 
bat eight of the suojects other than clinical must be 
taken in this or some other recognised university entitled 
to confer the degree of M.D., and at least two years of the 
course must be taken in Glasgow University. Under the 
new regulations four degrees, open both to men and women, 
are conferred : M.B. and Ch.B. (always conjointly), M.D. 
and Ch.M. A Preliminary Examination must be passed in 
(1) English, (2) Latin, (3) Elementary Mathematics, and 
(4) Greek, or French, or German, with possible options to 
students whose native language is not English in the case 
of the fourth subject, and on passing the Preliminary Exa- 
mination candidates must register as medical studerts in the 
books of the General Medical Courcil. For the degrees 
of M.B. and Ch.B. a curriculum of five years is required, 
in each of the first four of which the student must 
attend at least two five months’ courses, or alternatively 
one hve months’ course and two courses of two and a 
half months. The minimum of attendance in the first 
four years includes five months’ courses in the follow- 
ing subjects :—Anatomy, Practical Anatomy (two courses), 
Chemistry, Materia Medica and Therapeutics, Physio- 
logy, Practice of Medicine, Surgery, Midwifery, and 
Diseases of Women and Infants, and Pathology ; and courses 
of two and a half months in the following :—Practical Che- 
mistry, Physics, Botany, Zoology, Practical Physiology, 
Practical Pathology, Medical Jurieprudence and Public 
Health. Candidates must attend at least three years the 
Medical and Surgical Practice of a recognised hospital 
accommodating at least eighty patients and having a dis- 
tinct staff of physicians and surgeons. At least nine 
months’ hospital attendance is required on both Clinical 
Surgery and Clinical Medicine, and the student must have 
acted as clerk in medical and dresser in surgical wards, 
and must have had six months’ out-door practice ; he must 
also have attended a course of Mental Diseases and of Prac- 
tical Pharmacy (twenty-five meetings), must have been 
properly instructed in Vaccination at a public vaccination 
station, and must have attended at least twelve cases of 
labour, or three months of the practice of a Lying-in Hos- 
pital, six cases being personally conducted. The University 
also requires further study in Post-Mortem Examina- 
tions, Fevers, and Ophthalmology, and recommends study 
in other special subjects. If a candidate has completed 
in a University of the United Kingdom a course of study and 
passed an examination in Botany, Zoology, Physics or 
Chemistry, qualifying for a degree in Science or in Arts, he 
is held to have passed the examinations in such subject or 
subjects. 

There are four Professional Examinations, the first com- 

Botany, Zoology, Physice, and Chemistry, to be t:ken 
after the completion of the included courses (candidates 
being at liberty to take two subjects at a time); the second 
comprising Anatomy, Physiology, and Materia Medica and 
Therapeutics, to be taken at the end of the third winter 
session ; the third comprising Pathology, Medical Jarispru- 
dence and Public Health, to be taken at the end of the fourth 
winter session ; and the fourth or final, comprising Surgery, 
Clinical Surgery, Practice of Medicine, Clinical Medicine, 
and Midwifery, to be taken on completion of the fifth year of 
study. 

The degrees of M.D. (Doctor of Medicine) a~i Ch.M. 
(Master of Surgery) are higher degrees in ‘edicine and 
Surgery respectively, and candidates (not ruder twenty-four 
years of age) who have previously ot.ained the double 
bachelorship may be admitted to eithe : M.D. or Ch.M. on 
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completing the after course prescribed, including an exami- 
nation in Clinical Medicine for M.D. and an examination in 
Surgical Anatomy, operations on the dead body, and Clinical 
Surgery for Ch. M. 

Fees.—The fees for M.B. and Ch.B. are £23 28. The 
class fee in each subject of the curriculum for M.B. and 
Ch.B. is £3 3s. and the present fees for hospital attendance 
are £21. The fee for M.D. is £10 10s. (stamp duty being 
now abolished), and for Ch.M. £10 10s. 

The great majority of the students take their hospital 
course at the Western Infirmary, where clinical instruction 
is given by professors of the University and other physicians 
and surgeons. Clinical instruction on Fevers is given at 
Belvidere Hospital, while special courses, largely of a 
practical nature and embracing work in Hospital or Asylum 
wards, are conducted by University Lecturers on the Eye, 
the Ew, tte Throat and Nose, and Insanity. Queen Margaret 
College, hitherto conducted as a separate institution for the 
higher education of women, has now been made over to 
the University, and in it medical classes for women are 
conducted under University professors and other lecturers 
appointed by the University Court, whilst for clinical 
instruction female students are admitted to the Royal 
Infirmary. 

Bursaries and Prizes to the annual amount of abont £820 
are appropriated to medical students, and Scholarships and 
Fellowships to the annual amount of about £1600 may be 
held by medical students who have gone through the Arts 
course. 

Graduations under the regulations for the curriculum 
of five years introduced in 1892 began in Jaly, 
1897. Thus far students have been graduating as M.B. 
and C.M. on a four years’ curriculum under the old 
regulations, and such graduates may afterwards proceed to 
the degree of M.D. by Thesis after passing a somewhat more 
stringent preliminary examination, including Greek. Supple- 
mentary regulations passed in 1895 by the Scottish Univer- 
sities Commissioners allow those holding the degrees of M.B. 
and C.M. under the former regulations to proceed to the new 
M.D. by Examination and Thesis in the same manner as those 
who obtain the double Bachelorship under the new regula- 
tions. Candidates electing to proceed in this way will be 
freed from the preliminary examination in Greek. 


UNIVERSITY OF ABERDEEN. 

The curricula for the several degrees conferred are nearly 
the same as in the Universities of Edinburgh and Glasgow. 

Professional Examinations will be held twice in each 
year—namely, in March and Jaly, directly after the close of 
the winter and summer sessions. 

The fees for graduation are the same as in the University 
of Edinburgh. Matriculation fee, including all dues, for 
the winter and summer sessions, £1 1ls.; summer session 
alone, 10s. 6d. 

Besides the Royal Infirmary, students have the oppor- 
tunity of attending the following institutions: General 
Fever Hospital ; Sick Children’s Hospital ; General Dispen- 
sary, and Lying-in and Vaccine Institutions daily; Royal 
Lunatic Asylum; Eye Institution, in which is given 
clinical instraction on Diseases of the Eye, and on the 
application of the Ophthalmoscope for their diagnosis. 

A diploma in Public Health is granted by the University 
to graduates in Medicine of a University in the United 
Kingdom only, after a special examination. The diploma 
= a on the Register of the General Medical 

an 

Application for further information should be addressed 
to the Secretary of the Medical Faculty. 


UNIVERSITY OF 8T. ANDREWS. 


The following are extracts from the Regulations for 
Degrees in Medicine contained in Ordinance No. 45 
(St. Andrews, No. 4) of the Commissioners under the 
Universities (Scotland) Act, 1889. ‘These regulations came 
into force on April 19th, 1897. Four Degrees in Medicine 
and Surgery shall be conferred by the University of 
St. Andrews—viz., Bachelor of Medicine (M.B.), Bachelor 
of Surgery (Ch.B ), Doctor of Medicine (M.D), and Master 
of Surgery (Ch.M.). The degrees of M.B. and Ch.B. shall 
always be conjoined. Before commencing his medical 
studies each student shall pass a Preliminary Examination 


in, (a) English, (+) Latin, (¢) Elementary Mathematics, and 
(d) one of the following optional subjects:— (a) Greek, 
(8) French, (y) German, (5) Italian, (¢) any other Modern 
Language, ({) Logic. A degree in Arts or in Science in any 
of the universities of the United Kingdom and in some 
colonial or foreign universities, shall exempt from the 
Preliminary Examination. ‘The Preliminary Examination for 
graduation in Medicine and Surgery, Arts or Science, of the 
University of St. Andrews is accepted as equivalent to the 
Registration Examination required by the General Medical 
Council (the certificate to include the required subjects). 
Also the Final Examination for a degree in Arts or Science 
and the final examination for the Diploma of L.L A. 

Candidates for the degree of Bachelor of Medicine and 
Bachelor of Surgery must have been engaged in medical 
study for at least five years. In each of the first four years 
the candidate must have attended at least two courses of 
instruction in one or more of the subjects of study specified 
below, each course extending over a session of not 
less than five months, either continuous or divided 
into two terms, or, alternatively, one such coarse along with 
two courses, each extending over a session of not less than 
two and a half months. During the fifth or final year the 
candidate shall be engaged in clinical study for at least nine 
months at the Infirmary of Dundee or at one or more of such 
pudlic hospitals or dispensaries, British or foreign, as may 
be recognised for the purpose by the University Court. The 
candidate must have received instruction in each of the 
following subjects of study, including such examinations as 
may be prescribed in the various classes—viz.: Anatomy, 
Practical Anatomy, Chemistry, Materia Medica, Physiology, 
or Institutes of Medicine, Practice of Medicine, Surgery, 
Midwifery and the Diseases peculiar to Women and Infants, 
Pathology, Puactical Chemistry, Physics (including the 
the Dynamics of Solids, Liquids. and Gases, and the Rudi- 
ments of Sound, Heat, Light, and Electricity), Elementary 
Botany, Elementary Z ology, Practical Physiology, Practical 
Pathology, Forensic Medicine and Public Health. ‘Thre 
candidate must have attended for at least three years the 
Medical and Surgical Practice either of the Infirmary of 
Dundee or of a General Hospital elsewhere which accommo- 
dates not fewer than eighty patients and possesses a dis- 
tinct staff of physicians and surgeons, and is recognised 
for the purpose by the University Court. Additional subjects 
of study are Practical Pharmacy, Mental Diseases, Practical 
Midwifery (twelve cases of labour), and Vaccination. 

With respect to the places and institutions at which the 
studies of the candidate may be prosecuted, the followin 
regulations shall have effect:—1. Two of the five years o 
medical study must be spent in the University of St. Andrews. 
2. The remaining three years may be spent in any University 
of the United Kingdom or in any Indian, Colonial, or 
Foreign University recognised for the purpose by the 
University Court, or in such medical schools or under such 
teachers as may be recognised for the purpose by the 
University Court. 

Women shall be admitted to graduation in Medicine, sub- 
ject to the provisions of Ordinance No. 18 [General No. 9— 
Regulations for the Graduation of Women and for their 
Instruction in the Universities]: Provided always that every 
candidate for graduation shail produce evidence of having 
satisfied the conditions herein laid down with respect to the 
Preliminary Examination, and sball be examined in all the 
subjects necessary for graduation by the Examiners of the 
University of St. Andrews. All the classes necessary for 
graduation sball be taken in the University of St. Andrews, 
except in so far as instruction obtained elsewhere is allowed 
by the said Ordinance. 

Professional Examinations for the Degrees ef Bachelor of 
Medicine and Bachelor of Surgery.—Eacn candidate shall be 
examined both in writing and orally, urd also clinically 
where the nature of the subject admits, in the followirg 
divisions — viz, First, in Botany, Zoology, Physics, and 
Chemistry: Second, in Anatomy, Physiology, and Materia 
Medica; Third, in Pathology, and Forensic Medicine and 
Public Health; Fourth, in Surgery and Clinical Surgery, 
Practice of Medicine and Clinical Medicine, and Midwifery. 

The fee to be paid for the degrees of Bachelor of Medicine 
and Bachelor of Surgery shall be 22 guineas, and the pro- 
portion of this sum to be paid by a candidate at each division 
of the examination shall be regulated from time to time by 
the University Court. ‘he fee to be paid for the degree of 
Doctor of Medicine shall be 10 guineas, exclusive of any 


stamp duty which for the time may be exigible. The fee to 
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be paid for the degree of Master of Surgery shall be 
10 gaineas. 

Toe following seven qualifying classes are now being 
taught at the United College, St. Andrews: (1) Physics, 
(2) Botany, (3) Natural History (Zoology), (4) Chemistry, 
(5) Anatomy, (6) Physiology, and (7) Materia Medica. 
These classes furnish two very complete Anni Medici—the 

riod of university residence required by the four Scottish 

niversities for graduation in Medicine. The three last 
years of the medical curriculum can be taken at any 
convenient recognised Medical School in the United 
Kingdom. It is hoped that medical students who spend 
their two residential years at St. Andrews will return to 
their Alma Mater and graduate there. Owing to the 
munificence of the present Lord Rector—the Marquis of 
Bute — an important addition to the existing Medical 
Buildings is being made at a cost of from £8000 to £10,000. 

Scholarships and Bursarics.—The following Scholarships 
and Bursaries for male and female Medical and Science 
Students are available at St. Andrews: One Scholarship of 
the annual value of £150, tenable for two years. A second 
Scholarship of the annual value of £100, tenable for one 
year and occasionally for two years. (The second Scholar- 
ship can be taken by students studying Physiology, Zoology, 
and Botany, in connexion with the Bachelor of Science 
degree.) ‘two Bursaries for male Medical students of the 
annual value of £50 each, for two years. Tbree Bursaries 
for male Medical students of the annual value of £20 each, 
for three years. Twenty Taylour Thomson Bursaries for 
female Medical students of the annual value of from £15 
to £30 each, tenable for one or two years—viz.: Three 
Taylour Thomson Bursaries of the annual value of £30 each, 
tenable for two years. One of the annual value of £20, 
tenable for two years; eight of the annual value of £15 each, 
tenable for two years ; two of the annual value of £30 each, 
tenable for one year; one of the annual value of £20, tenable 
for one year ; five of the annual value of £15 each, tenable 
for one year. The Taylour Thomson Bursaries are Presenta- 
tion Bursaries, and are awarded to female Medical students 
who; ass the Preliminary Meaical Examination at St. Andrews. 
The Bursaries are awarded in the order of merit, the most 
valuable ones being given to those students who obtain the 
highest marks in the Preliminary Medica! Examination, and 
who are prepared to taxe two Anni Medici at the United 
College, St. Andrews. 

For further particulars apply to the Dean of the Medical 
Faculty, University of St. Andrews, N.B. 


UNIVERSITY OF DUBLIN (TRINITY COLLEGE). 


Matriculation. All students in the School of Physic 
intending to practise Physic must be matriculated, for which 
a fee of 5s. is payable. No student can be admitted for the 
winter course after Nov. 25tb. 

Degrees in Medicine (M.B.), Surgery (B.Ch.), and 
Midwifery (B.A.O.).—Candidates for these degrees must be 
of B.A. standing and must be for at least five academic years 
on the books of the Medical School, reckoned from the date 
of matriculation. The Arts course may be concurrent with 
the medical course, and the B.A. degree need not be taken 
before the final medical examination, but the medical degrees 
are not conferred without the Arts degree. The following 
courses must be attended :—(1) Lectures — Systematic, 
Practical and Applied Anatomy, Chemistry and Practical 
Chemistry, Surgery and Operative Surgery, Histology,’ 
Botany, Zoology, Physics, Physiology, Practice of Medicine, 
Midwifery, l’athology, Materia Medica and Therapeutics, 
Medical Jarisprudence and Hygiene; (2) three courses of 
nine months’ attendance on the Clinical Lectures of 
Sir Patrick Dun’s or other recognised Dublin Hospital 
(one year at a recognised London or Edinburgh hospital 
before the commencement of the Dablin curriculum may 
be counted as one year spent in such Dublin hospita)) ; 

3) Practical Vaccination, one month's instruction ; (4) Mental 
a three months’; (5) Practical Midwifery with Clinical 
Lectares, including not less than thirty cases, six months’; 
(6) Ophthalmic Surgery, three months’. Two examinations 
have to be passed. The Previous Medical or Half M.B. Exa- 
mination, including Physics and Chemistry, Botany and 
Zoology, Anatomy and Institutes of Medicine (Practical His- 
tology and Physiology), may be passed when credit has been 
obtained for the corresponding subjects, and these may be 
taken separately if desired. The Final Examination is 


subdivided into five sections, comprising Applied Anatomy 
(Medical and Surgical), Applied Physiology, Jurisprudence 
and Hygiene, Materia Medica and Therapeutics, Medicine, 
Surgery, Pathology, Midwifery, Gynecology, Obstetrical 
Anatomy, Clinical Medicine, Mental Diseases, Clinical Sar- 
gery, Operations, Clinical Ophthalmology. The first seven 
of these subjects may be passed in the fourth year and the 
last eight in the fifth year. Fee for the Liceat ad Evxa- 
minandum, £10. Fee for the degrees, £17. 

Doctor in Medicine.—A Doctor in Medicine must be M.B. 
of at least three years’ standing, or have been qualified to 
take the degree of M.B. for three years, and must read a 
thesis before the Regius Professor of Physic. Total amount 
of fees for this degree, £13. 

Master in Surgery.—A Master in Surgery must be a 
Bachelor in Surgery of the University ot Dublin of not 
less than three years’ standing, and must produce satis- 
factory evidence of having been engaged for not less than 
two years from the date of his registration in the study, 
or study and practice, of his profession. He must then 
an examination in the following subjects :—1. Clinical 
Surgery. 2. Operative Surgery. 3. Surgical Pathology. 
4. Surgery. 5. Surgical Anatomy (on the dead subject), 
and one of the following optional subjects :—1. Surgery in 
one of the following branches—viz., Ophthalmic and Aural, 
Gyrxcological, and Dental. 2. Mental Disease. 3. Medical 
Jurisprudence and Hygiene. 4. Advanced Anatomy and 
Physiology. 5. Comparative Anatomy. Fee for the degree 
of Master in Sareery, £11. 

Master in Obstetric Science.—A Master in Obstetric 
Science must have passed the M.B. and B,Ch. examinations, 
and produce a certificate of having attended a summer 
course in Obstetric Medicine and Surgery.’ He is then 
required to pass an examination in the following subjects :— 
1. Practice of Midwifery. 2 Gynecology. 3. Anatomy of 
Female Pelvis and Elementary Embryology. 4. Clinical 
Gynecology. Fee for the degree of Master in Obstetric 
Science, £5. 

University Diplomas.—Candidates for the diplomas in 
Medicine, Surgery, or Obstetric Science must be matricu- 
lated in Medicine, and must have completed two years in 
Arts and five years in Medical Studies. The Course and 
Examination necessary for the dip!omas are the same as for 
the degrees, except that the candidate is not required to 
attend the Lectures on Botany and Zoology, nor to pass the 
Previous Medical examination in those subjects. A diplomate, 
on completing his course in Arts and proceeding to the degree 
of B.A., may become a Bachelor by attending the Lectures 
on Botany and Zoology, passing the Previous Medical exami- 
nation in those subjects, and paying the degree fees. Fee 
for the Liceat ad Examinandum, £10. Fee for the diplomas 
in Medicine, Surgery, and Midwifery, £11. ’ 


ROYAL UNIVERSITY OF IRELAND. 


All Degrees, Honours, Exhibitions, Prizes and Scholar- 
ships in this University are open to students of either sex. 

Candidates for any degree in this University must have 

the Matriculation Examination. Students from 
other universities and colleges are included in this rule. 

The following degrees, &c., are conferred by the University 
in this Faculty :—Bacbelor of Medicine, Doctor of Medicine, 
Bachelor of Surgery, Master of Surgery, Bachelor of Ob- 
stetrics and Master of Obstetrics; in Sanitary Science, a 
special diploma ; and in Mental Disease, a special diploma. 

The Medical Examinations, except that for the diploma 
in Sanitary Science, will be held twice yearly—viz., in April 
and in October. The examination for the diploma in 
Sanitary Science will be held in July. 

The course for degrees in Medicine, &c., is of at least five 
years’ duration. 

The First Examination in Medicine.—Students may not 
be admitted to this examination until the lapse of two 
academical years from the time of their matriculation.. 
They must also bave previously parsed the First University 
Examination. The subjects of this examination are Natural 
Philosophy, Theoretic Chemistry, Zoology and Botany. The 
examination in each subject will comprise two parts :—1l. A 
written examination. 2 Practical work and oral examina- 
tion. For Chemistry the cal examination takes place 


at the close of the second year. Particular weight be 


5 Existing graduates in Medicine of the standing of M.D. are not 
required to attend this course. 
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given to the practical part of the examination. Candidates 
at the First Examination in Medicine who at the First 
University Examination ia Arts did not obtain 30 per cent. 
of the marks assigned to French or German will oe required 
to present themselves for a qualifying examination in French 
or German. Failure to obtain 30 per cent. of the marks 
assigned to either of those languages will involve the loss of 
the examination. 

The Second Examination in Medicine.—Students will be 
admitted to this examination after the lapse of one academical 
year from the time of passing the First Examination in 
Medicine, provided they have completed the second year of 
the medical curriculum. The subjects for this examination 
are Anatomy, Physiology, and Practical Chemistry. 

The Third Examination in Medicine.—Students will be 
admitted to this eximination after the lapse of one 
academical year from the time of passing the Second 
Examination in Medicine, provided they have completed 
the third year of the medical curriculum. The subjects for 
this examination will be Anatomy, Physiology, and Materia 
Medica (Pharmac >logy). 

The Examination for the Medical Degrees.—Students will 
be admitted to this examination after the lapse of two 
academical years from the time of passing the Third 
Examination in M+dicine, provided they have completed 
the course of medical studies prescribed for the fourth year. 
The examination consists of three parts or divisions :— 
(a) Medicine, including Therapeutics and Pathology, Mental 
Diseases, Medical Jarisprudence and Hygiene. () Surgery, 
Theoretical, Clinical, Operative; Surgical Anatomy, with 
Ophthalmology and Otology. (c) Midwifery and Gynzx- 
cology, with Diseases of Children. Each part of this exami- 
nation must be passed as a whole. Upon completing 
satisfactorily his examination in all three divisions the 
candidate will, in addition to the parchment diplomas 
recording his admission to the Medical Degrees of M.B., 
B.Ch., and B.A.O., receive a certificate of having passed a 
qualifying examination in the subjects of Medicine. Surgery, 
and Midwifery. The fee for this certificate is £10, which 
must be paid prior to the candidate’s admission to the 
Medical Degrees. 

M.D. Degree.—Candidates may be admitted to this degree 
after the lapse of three academical years from the time of 
obtaining the degree of M.B. Every candidate will be 
examined at the bedside, and required to diagnose at least 
three medical cases, and prescribe treatment, and to write 
detailed reports on at least two cases to be selected by the 
examiners and to discuss all the questions arising thereon. 

The M. Ch. Degree.—This degree will be conferred only on 
graduates in Medicine of the University of at least three 
years’ standing. The examination for this degree will 
comprise Surgical Diseases and Surgery, both theoretical 
and operative ; Surgical Anatomy; Ophthalmology and 
Otology; and will include—(a) a written examination ; 
(6) a clinical examination ; (c) an examination on Surgical 
Instruments and Appliances; and (d) an examination in 
Operative Surgery. 

The Mastership in Obstetrics.—This degree will be con- 
ferred only on graduates in Medicine of the University 
of at least three years’ standing. The examination will 
comprise the Theory and Practice of Midwifery and of 
Diseases of Women and Children and the Use of Instruments 
and Appliances and will include—(a) a written examination ; 
(6) a clinical examination as far as practicable ; (c) an oral 
examination, with practical illustrations ; and (d) an exami- 
nation on Instruments and Appliances. 


EXAMINING BOARD IN ENGLAND BY THE ROYAL 
COLLEGE OF PHYSICIANS OF LONDON AND THE 
ROYAL COLLEGE OF SURGEONS OF ENGLAND.® 


Regulations relating to the several Examinations licable 
to Candidates who commenced their Professi Educa- 
tion en or after Jan. Ist, 1892. 

Any candidate who desires to obtain both the licence of the 
Royal College of Physicians of London and the diploma of 
Member of the Royal College of Surgeons of England is re- 
quired to complete five years of professional study at 
recognised Medical Schools and Hospitals and to comply 


6 The diploma of Member of the Royal College of Surgeons of 
England and the Licence of the Royal College of Physicians ot London 
are no longer granted separately except to students who commenced 
their professional study prior to Oct. lst, 1884, 


with the following regulations and to pass the examinations 
hereinafter set forth. 

Professional Examinations.—There are three Examinations, 
called herein the First Examination, the Second Examina- 
tion, and the Third or Final Examination, each being 
partly written, partly oral, and partly practical. These 
examinations will be held in the months of January, 
April, July, and October, unless otherwise appointed. 
Every candidate intending to present himself for examina- 
tion is required to give notice in writing to Mr. F. G. 
Hallett, Secretary of the Examining Board, Examination 
Hall, Victoria Embankment, W.C., fourteen clear days 
before the day on which the examination commences, trans- 
mitting at the same time the required certificates. 

The subjects of the First Examination are—Chemistry 
and Physics, Practical Pharmacy, and Elementary Biology. 
A candidate may take this examination in three parts at 
different times. A candidate will be admitted to examina- 
tion in Chemistry and Physics and Elementary Biology 
before registration as a medical student, and to examination 
in Practical Pharmacy on producing evidence of having 
been registered as a medical student by the General Medical 
Council, or he may take Pharmacy at any time during the 
curriculum. A candidate rejected in one part or more of 
the First Examination will not be admitted to re-examina- 
tion until after the lapse of a period of not less than three 
months from the date of rejection, and he will be re- 
examined in the subject or subjects in which he has been 
rejected. If referred in Chemistry or Biology, he must 
produce evidence of further instruction at a recognised 
institution. Any candidate who shall produce satisfactory 
evidence of having passed an examination for a degree in 
Medicine on any of the subjects of this examination 
conducted at a university in the United Kirgdom, in India, 
or in a British colony will be exempt from examination in 
those subjects in which he has passed. 

The fees for admission to the First Examioation are as 
follows: For the whole examination, £10 10s.; for re- 
examination after rejection in Part I. £3 3s., and for re- 
examination in each of the other parts, £2 2s. 

The subjects of the Second Examination are Anatomy 
and Physiology. Candidates will be required to pass in 
both subjects at one and the same time. Candidates will 
be admissible to the Second Examination at the expiration 
of two winter sessions and one summer session (or fifteen 
months during the ordinary sessions) from the date of 
registration as Medical Students and after the lapse of not 
less than six months from the date of passing Parts I. and 
ILI. of the First Examination. 

A candidate referred on the Second Examination will be 
required, before being admitted to re-examination, to pro- 
duce a certificate that he has pursued, to the satisfaction of 
his teachers, in a recognised place of study, his Anatomical 
and Physiological studies during a period of not less than 
three months subsequently to the date of his reference. 

The fees for admission to the Second Examination are : 
£10 10s. for the whole examination, and £6 6s. for re- 
examination after rejection. 

The subjects of the Third or Final Examination are: 
Part I. Medicine, including Medical Anatomy, Pathology, 
Practical Pharmacy, ‘Therapeutics, Forensic Medicine, 
and Public Health. Candidates who have passed in 
Practical Pharmacy at the First Examination will not be 
re-examined in that subject at the Third Examination. 
Part II. Surgery, including Pathology, Surgical Anatomy, 
and the use of Surgical Appliances. Part III. Midwifery 
and Diseases peculiar to Women. Candidates may present 
themselves for examination in Midwifery and Diseases of 
Women at any time after the completion of the fourth year 
of professional study, not less than one year after passing 
the Second Examination, on production of the required certi- 
ficates. Candidates may take this examination in three parts 
at different times, or they may present themselves for the 
whole examination at one time. They will be required to 
produce the following evidence before being admitted to 
any part of the Third, or Final Examination—viz., in 
Medicine, of having attended Lectures on Medicine, 
Pathology including Bacteriology, Pharmacology and 
Therapeutics, Forensic Medicine, and Pablic Health; 
Practical Instruction in Medicine; Medical Hospital 
Practice during two winter and two summer : 
Demonstrations in the Post Mortem Room _ during 
twelve months ; Clinical Lectures on Medicine during nine 


months; of having —s the duties of Medical 
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Clinical Clerk ; Practice of a Fever Hospital and Clinical 
Demonstrations at a recognised Lunatic Asylum ; in Surgery, 
of having attended Lectures on Surgery and Pathology 
including Bacteriology; Practical Instruction in Sargery ; 
of having performed operations upon the Dead Subject ; 
Sargical Hospital Practice during two winter and two 
summer sessions ; Demonstrations in the Post Mortem Room 
during twelve months ; Clinical Lectures on Surgery during 
nine months; of having discharged the duties of Surgical 
Dresser, and Clinical Instruction in Ophthalmology ; 
in Midwifery of having attended Lectures on Mid- 
wifery ; Practical Instruction in Midwifery; Clinical or 
other Lectures, with Practical Instruction in Diseases 
Peculiar to Women ; and of attendance on 20 Labours. 

Fees for admission to the Third or Final Examination 
are as follows : For the whole examination, £15 15s. Part I. 
For re-examination in Medicine, including Medical Anatomy, 
Pathology, ‘Therapeutics, Forensic Medicine, and Pablic 
Health, £5 5s.; for re-examination in Practical Pharmacy 
(if taken at this examination), £2 2s. Part I. For re-exami- 
nation in Surgery, including Pathology. Surgical Anatomy, 
and the use of Surgical Appliances, £5 5s. Part III. For 


, re-examination in Midwifery and Diseases peculiar to 


Women, £3 3s. 


superintendent of the laboratory of a public hospital or dis- 
pensary, or a registered practitioner who dispenses medicines 
to his patients, or a teacher of a class of Practical Ph 7 
(c) Of having attended for twenty-four months the Medical 
and Surgical practice of a public general hospital contain- 
ing on an average at least eighty patients available for 
clinical instruction and possessing distinct staffs of phy- 
sicians and of surgeons. (d) Of having attended for six 
months (or three months, with three months’ hospital clerk- 
ship) the practice of a public dispensary specially recognised 
by any of the above authorities ; or the out-patient practice 
of a recognised general hospital, or of having acted for 
six months as pupil to a registered practitioner who either 
holds such a public appointment, or has such opportunities 
of imparting practical knowledge as shall be satisfactory to 
the codperating authorities; this attendance should be 
made after the student has passed the First and Second 
Examinations. (¢) Of having been instructed by a registered 
medical practitioner in the Theory and Practice of Vaccina- 
tion, and of having performed operations under the 
teacher’s inspection, during a period of not less than six 
weeks, 

Candidates shall be subjected to three Professional 
Examinations, and they may enter either for the whole of an 
Exawination or for a division thereof. 


A candidate referred on the Third or Final Ex 
tion will not be admitted to re-examination until after 
the lapse of a period of not less than three months 
from the date of rejection and will be required, 
before being admitted to re-examination, to produce a 
certificate, in regard to Medicine and Sargery, of baving 
attended the Medical and Surgical Practice, or the Medical 
or Surgical Practice, as the case may be, during the period 
of his reference ; and, in regard to Midwifery and Diseases 
peculiar to Women, a certificate of having received, subse- 
quently to the date of his reference, not less than three 
months’ instruction in that subject by a recognised teacher. 


ROYAL COLLEGES OF SURGEONS AND PHY- 
SICIANS OF EDINBURGH, AND FACULTY OF 
PHYSICIANS AND SURGEONS OF GLASGOW. 


These Colleges have made arrangements by which, after 
one series of «xaminations, held in Edinburgh or in Glasgow, 
or in Edinburgh and Glasgow, the student may obtain the 
diplomas of the three Bodies. 

The three Bodies grant their Single Licences only to 
candidates who already possess another and opposite quali- 
fication in Medicine or Surgery, as the case may be, recognised 
by them. Copies of the Regulations for the Single Licence 
of any of the Bodies may be had on application to the 
respective Secretaries. 

Professional Education.—1. Candidates who commenced 
medical study before Jan. 1st, 1892, must have been en- 
gaged in professional study during forty-five months from 
the date of registration as medical students by the General 
Medical Council, which period shall include not less than 
four winter sessions’ attendance at a recognised medical 
school. 2. The candidate must produce certificates or other 
satisfactory evidence of having attended the following 
separate and distinct courses of instruction: Anatomy, 
during at least six months; Practical Anatomy, twelve 
months ; Chemistry, six months; Practical or Analytical 
Chemistry, three months ; Materia Medica, three months ; 
Physiology, six months; Practice of Medicine, six months»; 
Clinical Medicine, nine months; Principles and Practice of 
Surgery, six months; Clinical Sargery, nine months ; Mid- 
wifery and the Diseases of Women and Children, three 
months; Medical Jurisprudence, three months; Patho- 
logical Anatomy, three months. The six months’ courses 
delivered in Scotland must consist of not fewer than 
100 lectures. The three months’ courses must consist 
of not fewer than fifty lectures. The number of lectures 
certified as attended at any school not situated in Scot- 
land should not be. less than three-fourths of the total 
number of lectures delivered ina course. 3. The candidate 
must also produce the following certificates :—(a) Of having 
attended not less than six cases of labour, three of these 
to be conducted personally under the direct superintendence 
of the practitioner who signs the certificate, who must be 
a registered medical practitioner. (>) Of having attended, 
for three months, instruction in Practical Pharmacy ; the 
certificate to be signed by the teacher, who must be a member 
of the Pharmaceutical Society of Great Britain, or the 


First Examination.—The First Examination shall em- 
brace the two divisions of (1) Chemistry and (2) Elementary 
Anatomy and Histology, and shall take place not sooner 
than the end of the first year, including the period of a 
winter and a summer session. For the whole Examination 
taken at one time the sum of £5 5s. must be paid to the 
inspector of certificates not later than one week preceding 
it, after which no candidate wilibe entered. After rajecticn, 
for re-entry in all subjects, £3 3s.; for re-entry after obtain- 
ing exemption from re-examination in one or two subjects, 
£2 2s. ; for entering for one division of subjects separately, 
£3 3s.; and for each re-entry after rejection, £2 2s. Any 
candidate who shall produce satisfactory evidence of having 
passed an equivalent examination in any of the subjects of 
the First Examination before any of the boards specified in 
the Regulations will be exempt from examination in such 
subjects. 

Second Examination.—The Second Examination shal 
embrace the three subjects of (1) Anatomy, (2) Physiology 
(3) Materia Medica and Pharmacy, each of which shall con- 
stitute a division of the examination, and may be entered for 
separately. ‘The examination shall not take place before the 
termination of the summer session of the second year of 
study, including two winters and two summers. The fees for 
admission to this examination, payable not later than one 
week before the day of examination, are as follows :—For the 
whole Examination, £5 5s.; after rejection for re-entry in all 
subjects, £3 3s. ; for re-entry after obtaining exemption from 
re-examination in one or two subjects, £2 2s.; for entering for 
one subject separately, £2 2s.; and for each re-entry therein 
after rejection, £2 2s. Any candidate who shall produce 
satisfactory evidence of having passed an equivalent exami- 
nation in any of the subjects of the Second Examination 
before any of the boards specified in the Regulations will be 
exempt from examination in such subject or subjects. 

Final Examination.—The Final Examination shall em- 
brace the three divisions of—(1) the Principles and Practice 
of Medicine (including Therapeutics, Medical Anatomy, and 
Pathology) and Clinical Medicine; (2) the Principles and 
Practice of Surgery (including Surgical Anatomy and Sargical 
Pathology) and Clinical Sargery; (3) Midwifery and Gynzx- 
cology, Medical Jurisprudence, and Hygiene (which divi- 
sions may be entered for separately at different times) ; 
and shall not take place before the termination of the full 
period of study. The fees for this Examination, payable 
not later than one week before the examination day, are as 
follows : For the whole Examination, taken at one time, in 
the case of candidates who have passed the First and Second 
Examinations, £15 15s., of which £10 10s. shall be returned 
to unsuccessful candidates. For entering for each of the 
three divisions of subjects separately, £6 6s., and on re-entry 
after rejection, £2 2s. in respect of each division or part 
thereof. This rule will also apply to any subsequent rejec- 
tion. Any candidate admitted to the Final Examination, on 
the footing of having passed in the subjects of the First 
and Second Examinations at a re board, shall, on 
entering, pay the full fee of £26 5s. 

All candidates shall be subjected, in addition to the 
Written and Oral tions, to Clinical Examinations 
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in Medicine and Sargery, which shall include the Examina- 
tion of Patients, Physical Diagnosis, the Clinical Use of the 
Microscope, Examination of the Urine and Urinary Deposits, 
Surgical Appliances, Bandages, Sarface Markings, &c. 


REGULATIONS FOR CANDIDATES WHO COMMENCED STUDY 
after JANUARY Ist, 1892. 

In addition to the courses above prescribed candidates are 
required to attend the following courses: Physics, three 
months; Elementary Biology, three months; Diseases and 
Injuries of the Eye, three months ; Insanity, three months ; 
Infectious Diseases, three months; and twelve months 
Hospital Practice with Clinical instruction. 

The curriculum lasts for five years ; the fifth year should be 
devoted to clinical work at one or more public hospitals or 
dispensaries. Six months of the fifth year may be passed by 
the student as a pupil to a registered practitioner possessing 
such opportunities of imparting practical knowledge as may 
be deemed satisfactory by the Committee of Management. 
The student’s regularity of attendance in the wards and out- 
patient departments of the hospitals and at the post-mortem 
examinations should be duly ascertained and noted on the 
certificate. 

Candidates shall be subjected to four Professional Exami- 
nations : 

First Examination.—The FVirst Examination shall embrace 
the following divisions of subjects—(1) Physics, (2) Che- 
mistry, and (3) Elementary Biology. The fees payable for 
admission to the First Examination shall be for the whole 
Examination, £5 ; for each division separately, £2 10s. 

Second Examination.—The Second Examination shall 
embrace Anatomy and Physiology including Histology ; 
and candidates may be admitted to this Examination 
at the end of the second year of medical study. The 
fees payable for admission to the Second Examination 
shall be—for the whole Examination, £5. 

Third Examination.—The Third Examination shall em- 
brace Pathology, Materia Medica, and Pharmacy. The 
fees payable for admission to the Third Examination shall 
be—for the whole Examination, £5; for re-entry in both 
subjects after rejection, £3. 

Final Examination.—The Final Examination shall not be 
passed earlier than the end of the fifth year of study, 
and shall embrace the following subjects :—Medicine, 
including Therapeutics, Medical Anatomy, and Clinical 
Medicine; Surgery, including Surgical Anatomy. Clinical 
Surgery, and Diseases and Injuries of the Eye; Midwifery 
and Diseases of Women and of New-born Children ; and 
Medical Jurisprudence and Hygiene. ll candidates 
shall be subjected, in addition to the Written and Oral Ex- 
aminations, to Clinical Examinations in Medicine and 
Surgery, which shall include the Examination of Patients, 
Physical Diagnosis, the Clinical use of the Microscope, Ex- 
amination of the Urine and Urinary Deposits, Surgical 
Appliances, Bandages, Surface markings, &c. The fees 
payable for the Final Examination shall be,—for the 
whole Examination, £15, for re-entry in all subjects after 
rejection, £5. 

There are six periods of Examination annually, four in 
Edinburgh and two in Glasgow, and candidates may present 
themselves at either examining centre irrespective of the 
place of the previous examination. The Registrar in Edin- 
burgh is Mr. J. Robertson, 48, George-square; aud the 
Registrar in Glasgow, Mr. A. Duncan, 242, St. Vincent- 
street, to whom fees and certificates must be sent. 

Note.—In applying for copies of the Regulations students 
should state whether they commenced medical study before 
or after Jan. 1st, 1892. 


ROYAL COLLEGE OF PHYSICIANS AND ROYAL 
COLLEGE OF SURGEONS IN IRELAND. 


Two sets of Regulations are at present in force, under which 
examinations take place for the conjoint diploma of these 
bodies. The following Regulations are obligatory on all 
students commencing on or after Dec. 3lst, 1891, the date 
already mentioned :— 


PRELIMINARY EXAMINATION AND REGISTRATION. 
Every candidate for the Conjoint Examinations of the 
Colleges shall produce evidence—(a), of having, before 
entering on medical studies, passed a Preliminary Exami- 
nation in general education recognised by the General 
Medical Council ; and (+) of having been registered by that 


Council as a Student in Medicine. Each candidate before 
receiving his diplomas must produce a registrar’s certificate 
or other satisfactory evidence that he has attained the age 
of twenty-one years. 

Preliminary Examination.—The subjects for examination 
are identical with those prescribed for the Preliminary 
Examination by the General Council of Medical Education 
and Registration. 

Professional Examinations. 

Every candidate is required to pass four Professional 
Examinations—at the end of the first, second, fourth and 
fifth years of his professional studies. No candidate shall be 
admitted to the Final or Qualifying Examination within 
three months of his rejection at the Final or Qualifying 
Examination by any other licensing body. All examina- 
tions shall be conducted as far as possible by demonstration 
of objects placed before the candidates. 

First Professional Examination. — Every candidate is re- 
quired, before admission to the First Professional Exami- 
nation, to produce evidence—(1) of having passed in the 
subjects of the Preliminary Examination; (2) of having 
been registered as a medical student by the General 
Medical Council; and (3) of having attended a course of — 
(2) Demonstrations and Dissections, (4) lectures on Theo- 
retical Chemistry, winter courses ; (c) Practical Chemistry, 
three months’ summer or winter course; (7) Elementary 
Biology; (¢) Pbysics. [Note.—Biology and Physics may 
be studied either before or after registration at insti- 
tutions recognised for the purpose by the Colleges.] 
(/) Practical Pharmacy—(1) evidence of attendance for 
three months in the compounding department of a clinical 
hospital, which hospital shall have satisfied the committee 
of management that its means of instruction are sufficient, 
and shall return to the committee the names of its students 
at the commencement of the course, together with a record 
of their attendance at its close; or (2) evidence of attend- 
ance on a course of Practical Pharmacy in a recognised 
medical school, the course to consist of not less than twenty 
demonstrations ; or (3) evidence of having served a full 
apprenticeship of three years, or of having acted ae paid 
assistant for not less than one year, in the establishment of 
a Licentiate apothecary or of a registered pharmaceutical 
chemist. The fee for this examination is £15 15s. 

The subjects of the First Professional Examination are 
the following :—1. (a) Chemistry; (6) Physics. 2. Prac- 
tical Pharmacy. 3. Elementary Biology. 4. Anatomy— 
viz., Bones, with attachments of Muscles and Ligaments, and 
Joints. Candidates may take this examination as a whole 
at one time or in four parts, but no portion earlier than the 
end of the first winter session. 

Second Professional Eaamination,—Candidates are not 
admissible to this examination before the end of their second 
winter session. Every candidate is required, before admission 
to the Second Professional Examination, to produce evidence 
of having passed the First Professional Examination ; also 
certificates of having attended—(1) a medico-chirurgical 
hospital for nine months ; (2) Demonstrations and Dissec- 
tions for six months; (3) Practical Histology for three 
months ; (4) Lectures on (a) Anatomy for six months; ()) 
Physiology for six months; (¢) Materia Medica for three 
months. Materia Medica may be deferred to the third year. 
The fee for this examination is £10 10s. 

The subjects of the Second Professional Examination are 
the following:—1. Anatomy: the anatomy of the whole 
buman body; (2) Histology; (3) Haman Physiology ; 
(4) Materia Medica. The candidate must present himself, 
in the first instance at least, in Anatomy and Histology ; 
if he pass in either of these subjects he may, at the 
discretion of the examiners, get credit therefor, Physiology 
and Materia Medica may, at the option of the candidate, 
be passed at the end of the second or during the third year. 

Third Professional Examination. —Candidates are not 
admitted to this examination before the end of their 
fourth winter session. Every candidate is required, before 
admission to the Third Professional Examination, to pro- 
duce evidence of having passed the Second Professional 
Examination ; also, in addition to the certificates required 
for the Second Professional Examination, certificates of 
having attended — (1) a medico-chirurgical hospital for 
eighteen months; (2) a midwifery hospital or maternity 
for six months, including evidence of having been present at 
thirty labours ;7 (3) clinical instruction in Mental Diseases 


7 May be taken in either the fourth or fifth year. 
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at an institution recognised by the Colleges’ for three 
months ; (4) Operative Surgery, including operations on the 
Dead Subject, not less than thirty meetings of the class ; 
(5) Demonstrations and Dissections, for six months; 
(6) Vaccination ;7 (7) Practical Pathology, not less than 
thirty meetings of the class; (8) Lectures on (a) Medicine 
for six months; (%) Surgery for six months; (c) Public 
Health and Forensic Medicine for three months ; (d) Mid- 
wifery, including Diseases peculiar to Women and to New- 
born Children, for six months. Nos. 2, 3, and 6 may be 
deferred to fifth year. Satisfactory evidence must be pro- 
duced of attendance in fever wards in connexion with 
the hospital attendance in either the third or a subsequent 
year. The fee for this examination is £9 9s. 

The subjects for the Third Professional Examination are 

the following :—(1) Medicine ; (2) Surgery ; (3) Pathology ; 
(4) Therapeutics ; (5) Pablic Health and Forensic Medicine. 
A candidate must present himself, in the first instance at 
least, in Medicine, Surgery, and Pathology. Should he 
pass in either Medicine or Surgery he shall get credit 
therefor, even if he have failed in other parts of the 
examination. 
Professional Examination. — Candidates are not 
admissible to this examination before the end of their fifth 
year of medical study. Every candidate is required before 
admission to produce evidence—(1) of having passed the 
Third Professional Exa...nation; (2) of having attended— 
(a) Clinical Instruction in Ophthalmic and Aural Surgery for 
three months ; (>) a midwifery hospital or maternity, if not 
taken in the fourth year, for six months; (c) Vaccination, 
if not taken in the third or fourth year ; (d) Clinical Instruc- 
tion in Mental Diseases, if not taken in the fourth year. 

The subjects for the Fourth Professional Examination 
are the following:— (1) Medicine, including Medical 
Anatomy and Mental Diseases ; (2) Surgery ; (3) Operative 
Surgery and Surgical Anatomy ; (4) Ophthalmic and Aural 
Surgery ; (5) Midwifery, including Diseases of Women and 
New-born Children; and (6) the Theory and Practice of 
Vaccination. Every candidate shall produce evidence of 
having acted as medical clinical clerk and as surgical dresser. 
Candidates may present themselves for examination in all 
the subjects of the Final Examination at the same time, 
or in one or more of the following groups :—(a) In Medi- 
cine, including Mental Diseases, Medical Anatomy, and 
Clinical Medicine ; (+) Surgery, including Ophthalmic and 
Aural Surgery, Clinical Surgery, Operations, and Surgical 
Anatomy; (c) Midwifery, including Diseases of Women 
and New-born Children, and the Theory and Practice of 
Vaccination. Candidates must pay the full fee before being 
admitted to any part of the examination. Candidates may 
take the groups in any order they please. The fee for this 
examination is £6 6s. 


SOCIETY OF APOTHECARIES OF LONDON. 


There are three examinations—Primary ; Final, Section I. ; 
and Final, Section II. The Primary Examination is held 
quarterly, on the first Wednesday and on the Monday and 
Thursday of the same week, in the months of January, 
April, July, and October. Final Examinations are held 
monthly. 

The Primary Examination consists of two parts. Part I. 
includes Elementary Biology; Chemistry, the Principles of 
the Science which bear on the Study of Medicine ; Chemical 
Physics, including the Elementary Mechanics of Solids and 
Fluids, Heat, Light, and Electricity; Practical Chemistry ; 
and Pharmacy. A synopsis indicating the range of the 
subjects in the examination will be sent with the regulations 
on application. Evidence of instruction in these subjects 
must be produced prior to examination. Part II. includes 
Anatomy, Physiology, and Histology. This examination 
cannot be passed before the completion of twelve months’ 
Practical Anatomy with Demonstrations, and these subjects 
cannot be taken separately except in the event of the candi- 
date having previously passed in one. Evidence must be 
produced ot the candidate’s course of study. A schedule for 
the Primary Examination, to be obtained of the Secretary, 
must be signed by the Dean of the Medical School or other 
authority. Section I. of the Final Examination consists of 
three parts. Part I. includes the Principles and Practice of 
Sargery, Sargical Pathology, and Surgical Anatomy. Part II. 
inclades the Principles and Practice of Medicine, together 
with Therapeutics, Pharmacology, and Prescriptions ; Patho- 
logy and Morbid Histology; Forensic Medicine, Hygiene, 


Theory and Practice of Vaccination ; and Mental Diseases. 
Part III. includes Midwifery, Gynzcology, and Diseases of 
New-born Children and the Use of Obstetric Instruments and 
Appliances. Part III. may be postponed to Section II. of 
the Final Examination, and candidates may enter for 
Parts I., II., and III. together or separately. Section I. 
of the Final Examination cannot be passed before the 
expiration of forty-five months after registration as medical 
student, during which time not less than three winter 
sessions and two summer sessions must have been passed 
at one or more of the medical schools connected with a 
general hospital recognised by the Court of Examiners. 
Section II. of the Final Examination consists of three 
Parte. Part I. includes an Examination of and Written 
Report on Sargical Cases, and Operative Manipulation and 
Surgical Anatomy, Instruments and Appliances. Part II. 
includes an Examination of and Written Report on Medical 
Cases and Medical Anatomy. Part III. includes Midwifery, 
Gynecology, and Diseases of New-born Children, and the 
Use of Obstetric Instruments and Appliances. Parts I. 
and II. of this examination cannot be passed before the end 
of the fifth year. 

The course of study for the Primary Examination is 
as follows:—Elementary Biology, not less than three 
months; Chemistry and Chemical Physics, six months; 
Practical Chemistry, three months; Pharmacy and Dis- 
pensing, three months; Anatomy, six months; Practical 
Anatomy with Demonstrations, twelve months ; Physiology, 
six months ; Histology with Demonstrations, three months. 
The study of these subjects must be pursued at a Medical 
School or at a place of instruction recognised by the Society 
Evidence of having received instruction in Biology and 
Chemistry before registration as medical student will be 
admitted. Instruction in Pharmacy and Dispensing must be 
given by a registered medical practitioner or by a member of 
the Pharmaceutical Society by examination or in a public 
hospital, infirmary, or dispensary. 

The course of study for the Final, Section I., Examination 
includes attendance on the Surgical and Medical Practice 
(with Post-mortem Examinations) at a hospital connected with 
a medical school for a period of three winter and two summer 
sessions ; lectures on the Principles and Practice of Surgery, 
six months; Practical Sargery, three months; Clinical 
Surgical Lectures, nine months ; Dressership,® six months ; 
Performance of Surgical Operations on the Dead Body ; 
lectures on Principles and Practice of Medicine, six months ; 
Pathology, three months; Clinical Medical Lectures, nine 
months; Clinical Clerkship,* six months; Forensic Medi- 
cine, Hygiene, and Insanity, three months; Midwifery and 
Gynecology, three months ; Clinical Instruction in the same, 
three months ; a course of Practical Midwifery ; attendance 
on twenty Midwifery cases. The course of medical study 
must extend over the above-mentioned period of forty-five 
months. 

The course of study for the Final Examination Section II. 
includes either attendance on the Practice of Medicine 
and Surgery at a hospital or other institution recognised 
by the Society for a further period of twelve months, 
or six months as above and six months as a pupil 
of a registered practitioner holding a public medical 
or sargical appointment, or attendance at two special 
hospitals for six months (three months at each hos- 
pital), and for six months at a general hospital, all such 
hospitals to be recognised by the Society. Evidence shall 
also be given of practical instraction in Infectious Diseases 
and in Mental Diseases (at a lunatic asylum or in the wards 
of an institution containing a special ward set apart for the 
treatment of mental diseases), and in any two of the following 
subjects: Ophthalmic Surgery, Laryngology with Rhinology 
and Otology, Dermatology, and Diseases of Children. These 
courses may be taken at a general hospital recognised by the 
Society any time after the student has held the post of 
Dresser and Clinical Clerk. No candidate is eligible for the 
Final Examination who has not completed the curriculum 
prescribed by the Society, in evidence of which a schedule, 
to be obtained of the Secretary, must be produced, signed by 
the Dean of the Medical School or other authority. Prior to 
Section II. of the Final Examination the candidate must 
produce certificates : (1) of being twenty-one years of age ; 
(2) of moral character ; (3) of the course of medical study ; 
and (4) of proficiency in vaccination signed by a teacher 


8 These offices may be held at a hospital, infirmary, or dispensary 
where sufficient opportnnities are afforded for the acquirement of 
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authorised by the Local Government Board. Candidates | sick leave of absence on full pay, on the same footing as 
intending to present themselves for examination are required | those laid down for rezimental officers. By a subsequent | 
to give fourteen days’ notice. A form for this purpose will | Royal Warrant, dated Nov. 10th, 1891, Art. 1208) of the : 
‘be sent on application. Pay Warrant was revised by inserting the words ‘‘an officer 

The fee for the three examinations is 15 guineas, or 5 | of our Medical Staff ’’ after the words ‘combatant officer,” ¥ 
‘guineas for each examination, except in the case of persons | thus giving medical officers an equal title with combatant q 
holding a foreign diploma, who are required to pay the entire | officers to reckon time on half-pay towards retirement, when ‘ 
fee of 15 guineas. ‘The Secretary to the Examiners attends | the half-pay has been due to ill-health contracted in the 
at the Hall of the Society, Blackfriars, E.C., from 10 to| performance of military duty. Under the Royal Warrant 


‘12 o’clock daily. of July, 1895, time on half-pay not exceeding a year may ,. 

under circumstances also reckon towards promotion. | 4 

CONJOINT EXAMINATIONS OF THE ROYAL COLLEGE | The substantive ranks of officers of the Medical Staff B 

OF SURGEONS IN IRELAND AND APOTHECARIES’ | precedence and other advantages attaching to the ran ‘ 
HALL. indicated by the military portion of it, with such exceptions 


These examinations are now only carried = tee me -_ =— such limits as are laid down in the earlier 
“candidates who entered previously to the year 1 t arrant. 
scheme. Examinations ae held "\ieenaslae. Communica-| Inthe Gazette of Aug. 28th, 1891, it was announced that the 
‘tions in connexion therewith should be addressed to the Tth, 
Apothecaries’ Hall of Ireland.—This body is now empowered | Staff now serving as follows :—Surgeons-Gener. ~ Tae a8 
to examinations in connexion with in Surgery | Majors-General, to be ; Deputy 
appointed by the General Medical Council, and by the direc- | geons-General, ranking as Colone * to be —_ 0 - Af, 
tion of the Privy Council to hold examinations in a similar | Brigade-Surgeons, ranking as Lieutenant-Colonels, Le 
manner to the Apothecaries’ Hall of London. The qualifica- | Brigade - Surgeon - Lieutenant - Colonels ; —— oe 
tion entitles the holder to register under the Medical Act of | ranking as Lieutenant-Colonels, to iy Fhe gretng ime ee 
1886, and is a qualification in Medicine, Surgery, and Mid- | Colonels ; Surgeons-Major, ranking as Majors, — _— 
wifery, and to act as an Apothecary. It also qualifies for | Majors; Surgeons, ranking as 2 to . ——— 
appointments in the Naval Service, Military Service, and | Captains. The substantive rank of the ~~ r- — 0 
Poor-law appointments and Colonial appointments. It will | the Army Medical Department is that of Surgeon-Major- 
be divided into four professional examinations, the first of | General. 
which is to be held early in October and at intervals of | [For the text of the Warrant of Aug. 7th for the Medical 
three months ; the final examinations twice a year. Tbe, Staff, vide THE LANCET of Ang. 22nd, 1891, page 459 
regulations will be issued on Sept, Ist, et seq.) 


UNIVERSITY OF BRUSSELS. 

British and other practitioners holding registrable qual{- | t 
fications are admissible for the Doctorate of the University 
of Bruszels without further curriculum. Candidates should 
appear with their diplomas at the Secretary’s office not 
later than 2 P.M. on the day preceding the examination. | Act. 
The fees are—For matriculation, £8 12s. ; for lst Part, 
404 8s. ; for 2nd Part, £4 4s. ; for 3rd Part, £4 8s. ; for 
legalisation of diploma, 8s._-£22. Unsuccessful candidates 
may present themselves again three months after rejection. 
‘Candidates who bave paid in advance the fees for the three 
exa ninations, and are unsuccessful in the first, recover the 
fees paid for the second and third ; those who fail in the 
second recover the fees paid for the third examination. 
There are three examinations, viz.—lst Part: Medicine, 
Pathology, and Morbid Anatomy; General Therapeutics ; 
Materia Medica and Pharmacology ; Special Therapeutics 
and Mental Diseases. 


THE ARMY, NAVY, AND INDIAN MEDICAL 


Consequent upon the issue of the Royal Warrant of August, 
1891, alterations have taken place in the designations of 
the departmental rank of the officers of the Army Medical 


Staff, and medical officers are also now placed, as regards 


Admission into the Army and Indian Medical Services is 
gained as the result of competitive examination. Under 
— conditions the admission may take place by nomina- 

on under the authority of the Secretary of State for War. 
Candidates for both services must, before being admitted 
to examination, possess a double qualification to practise 
Medicine and Surgery, and be registered under the Medical 
They are also now required to produce certificates 
of having acted as a medical clinical clerk for six months, 
as surgical dresser for another six months, and of 
having had not less than three months’ instruction at 
an ophthalmic hospital or the ophthalmic department of a 
general hospital, including a course on errors of refraction. 
They must also furnish satisfactory certificates of moral 
character. A candidate for the Army must be between the 
ages of twenty-one and twenty eight, in good mental and 
bodily health, and must sign a declaration upon honour that 
he is of pure European descent ; for the Indian Service a can- 
didate must be between twenty-one and twenty-eight, of sound 


2nd Part: Surgery; Midwifery ;| bodily health, and a natural-born subject of Her Majesty. 
Hygiene; and Medical Jarisprudence. 3rd Part: Clinical 


Examination in Medicine at the Hospital ; Clinical Surgical 
Examination ; Examination in Midwifery, consisting of ob- 
stetrical operations on the mannequin (model of 
Examination in Operative Surgery, consisting of some of the | of February and August. 
usual operations on the dead subject, such as Amputation, 
Ligature of an Artery, &c.; Regional Anatomy on the Dead 
Body, witb Dissections; and Ophthalmology. Great import- 
ance is attached to practical knowledge, but candidates must 
possess sound theoretical knowledge. 
required varies with the subject. The examinations, which are 
- entirely viva voce, take place on the first Tuesday in November, 
December, February, May, and June. Candidates have the 
option of passing each Part separately or of taking the three 
together, and the latter is the usual course. The time 
required for the three examinations seldom exceeds ten 
days, and is usually less. They are conducted in English. 
There are in England at present about 600 graduates holding 
this degree, and an English Association of Brussels Graduates 
has been formed. 
Farther information may be obtained from Mr. Walter 
Reeve, 33, Manchester-street, Manchester-square, Ww. 


Both are examined as to physical fitness by a Board of 
Medical Officers. These conditions being satisfied, the can- 
didate is admitted to the competitive examination, which 


pelvis) ;/ is usually held in London twice a year, in the months 


An entrance fee of £1 is required 
from each candidate admitted to the competition, and is pay- 
able at the conclusion of the candidate’s physical examina- 
tion, if he be pronounced fit. No candidate for the Indian 
Service will be allowed to compete on more than three 
occasions. The subjects of examination are divided into 
compulsory and voluntary. The former comprise Surgery 
(1200 marks). Medicine, including Therapeutics and the 
Diseases of Women and Children (1200 marks), Anatomy 
and Physiology (600 marks), Chemistry and Pharmacy, and 
a practical knowledge of Drugs (600 marks). The examina- 
tion in Medicine and Surgery will be in part practical, and 
will include operations on the dead body, the application 
of surgical appsratus, and the examination of medical 
and surgical patients at the bedside. The eligi 
bility of the candidate for admission into the service is 
determined by the result of this part of the examination. 
By an Army Order dated May Ist, 1895, no candidate shall 
be considered eligible who shall not have obtained at 
least one-third of the marks obtainable in eich of the 
compulsory subjects, and at least one-half of the aggregate 
of marks for all the compulsory subjects. The voluntary 
subjects are French (200 marks), German (200 marks), and 
Natural Sciences: (a) Physics (300 marks); (+) Zcologw 
(300 marks); (c) Geology and Physical Geography (200 
marks) ; and (¢d) Botany (300 marks) ; and for the Indian 
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service Hindustani (200 marks). A candidate may not 
present himself for examination in more than two of 
the subjects included under the term ‘‘ Natural Sciences.’’ 
A number less than one-third of the marks obtainable in each 
of the voluntary subjects will not be allowed tocount in favour 
of a candidate who has qualified in the compulsory subjects. 
Although the results of the examination in voluntary subjects 
do not affect the question of the eligibility of the can- 
didate for a commission, they influence his position on 
the list, which is determined by the numbers obtained 
under the two heads conjointly. After having passed this 
examination, the successful candidates for both services are 
sent to the Army Medical School at Netley as ‘‘surgeons- 
on-probation,’’ receiving a daily pay of 8s. and certain 
allowances, to go through a four months’ course of instraction 
in the special duties required of them in the service. 
The staff of the school consists of four professors, all of 
them men of high standing in their special departments. 
The Professorship of Military Medicine is held by Deputy 
Surgeon-General Henry Cayley, 1.M.S. Brigade-Surgeon- 
Lieutenant-Colonel W. F. Stevenson, M.S., is Professor of 
Military Surgery ; Brigade-Surgeon-Lieutenant-Colonel J. L. 
Notter, M.D., of Military Hygiene; and Dr. A. E. Wright, 
of Pathology. There is an Assistant Professor for each of 
these subjects who is an Army Medical Officer. The 
lectures on Military Surgery include gunshot and other 
wounds, transport of sick and wounded, duties of army 
medical officers in the field, on board troopships and 
transpoyts, recruiting, and other duties incident to military 
service. Those on Military Medicine treat of tropical 
and other diseases to which soldiers are exposed in the 
course of their service, the mortality and invaliding 
by disease, in peace and war, at home and abroad, the 
management of lunatics under the conditions of military 
service, kc. The course of six lectures on Lunacy and 
Military Asylum work is delivered at the Netley Lunatic 
Asylum by Brigade-Surgeon-Lieutenant-Colonel Irving. The 
course of Hygiene comprises the examinations of water and 
air, the general principles of diet, with the quality and adul- 
terations of food and beverages, the sanitary requirements 
of barracks, hospitals, and camps, the consideration of the 
clothing, duties, and exercises of the soldier, and the cir- 
cumstances affecting his health, with the best means of 
preventing disease, and instruction in the mode of preparing 
the various statistical and other returns required of the 
medical officer. The Pathological course includes 
bacteriology and demonstrations in physiological chemistry. 
The surgeons-on-probation are detailed for duty in 
the wards of the hospital, under the Professors and 
Assistant Professors of Medicine and Surgery. They spend 
two months in the medical and two months in the surgical 
division of the hospital, and there they are taught 
practically the details of the management of patients 
in a military hcspital, the registration of their diseases, 
the duties of invaliding, the modes of filling up the 
regulation statistical returns and other service docu- 
ments. The surgeons-on-probation are provided with 
quarters and are extra members of the mess at Netley. 
After having passed through the course of instruction they 
are examined on the subjects taught in the school, and their 
position on the list of those recommended for commissions 
is determined by the combined results of the competitive 
and final examinations. At the close of each session eight 
prizes are awarded : the Herbert Prize of £20 to the surgeon- 
on-probation who has obtained the highest number of marks, 
at the Netley examination ; the Parkes Memorial Bronze 
Medal to the one who gains the highest number of-.marks 
in the examination in Hygiene ; the De Chaumont prize of 
books to the one who takes second place in Hygiene ; the 
Martin Memorial Gold Medal forthe highest number of marks 
in the examination on Military Medicine; the Montefiore 
Medal and £21, awarded for Military Surgery ; the Montefiore 
Second Prize, a revolver to the surgeon-on-probation who 
obtains the second highest number of marks in this 
branch ; the Maclean prize of books for Clinical Medicine 
and Surgery and for Ward Work ; and a prize of books for 
the highest number of marks gained in Pathology. 

At the close of the Netley Session those surgeons-on- 
probation who have obtained one-third of the possible total 
of marks in each subject are recommended for commissions 
as Surgeon-Lieutenants. The Surgeon-Lieutenants of the 
British Medical Service pass on from Netley to Aldershot, 
where they go through a systematic course of instruction in 
company and ambulance drill and equitation. The surgeons 


of the Indian Medical Service do not go to Aldershot, but 
undergo, whilst at Netley, a course of instruction .in 
company and ambulance drill and in other military duties. 
The position of the officers of the Indian Service on the list 
of Surgeon-Lieutenants is determined by the combined 
results of the London and Netley examinations, and, as far 
as the requirements of the service permit, they have the 
choice of commands in India—i.e., Bengal, Panjab, Madras, 
or Bombay—according to their position in that list. All 
officers appointed to the Indian Medical Service are now 
placed on one list. Though ordinarily employed within the 
limits of the command to which they are posted, they are 
liable for employment in any part of India. 

The Army Medical Staff.—Surgeon-Lieutenants, if duly 
recommended, are promoted to be Surgeon-Captains on 
completing three years’ full-pay service. 

Surgeon-Captains, if recommended by the Director- 
General, are promoted to be Surgeon-Majors on completing 
twelve years’ full-pay service, of which three must have 
been passed abroad. Before being promoted they will be 
required to pass an examination. This examination 
may be taken at any time after their seventh year 
of service. It will embrace the following subjects: (a) 
Surgery and Surgical Anatomy ; (+) Medicine and Pathology ; 
and (c) Hygiene, within the limits treated of in ‘‘ Notter 
and Firth’s Practical Hygiene,’’ also the regulations regarding 
the sanitation of garrisons, quarters, hospitals, &c., as well 
as of camps and hospitals in the field, and of trans- 
ports, troop and hospital ships; (d@) duties of medical 
officers at home and abroad and at sea, as defined in the 
regulations, also hospital organisation and administration 
in peace and war, including the transport of sick and 
wounded by land and sea; (¢) and the administration, interior 
economy, command, and discipline of the Medical Staff 
Corps, together with a knowledge of the principles of 
military law and their practical application (a certificate 
of proficiency in military law obtained at a garrison class 
will exempt the holder from examination in the Jatter). 

A certificate will be required from a recognised teacher 
of surgery in any medical school, at home or abroad, in 
which operative surgery is taught, showing that the medical 
officer has gone satisfactorily through a complete course of 
operative surgery during the period within which the 
examination must be taken, and that he is a competent 
operator. 

A report on any subject of a practical professional 
character, to be selected by the officer himself, and 
certified to be his own composition and in his own hand- 
writing, will also be required. Considerable importance 
will be attached to the literary and scientific merits of this 
report, which must be furnished before the officer completes 
twelve years’ service. 

The examinations will be conducted by printed questions, 
which will enter so far into the subject matter of each head 
selected for examination as to show that the officer’s know- 
ledge has been fully tested. 

The questions and answers will be forwarded, under a 
sealed confidential cover, to the Director-General for 
transmission to the examiners, who will report to the 
Director-General as to the competence of the officer 
examined, 

The examination in Medicine and Surgery will be held by 
two gentlemen appointed by the Secretary of State; that 
in Hygiene by the Professor of Hygiene, Army Medical 
School, Netley; and that in Regulations, Daties, Military 


Law, &c., by an administrative ‘medical officer, nominated 


for the purpose by the Director-General. 

Any higher qualification, such as M.D., F.R.C.S. &c., or 
any diploma in Hygiene and State Medicine, taken after 
May lst, 1890, will not exempt Surgeon-Captains from this 
examination. 

Surgeon-Majors are, if.duly recommended, promoted to be 
Surgeon-Lieutenant-Colonels on completing twenty years’ 
full-pay service. 

The selection of Surgeon-Lieutenant-Colonels for advance- 
ment to the grade of Brigade-Surgeon-Lieutenant-Colone} 
is made on the grounds of ability and merit (on the recom- 
mendation of the Commander-in-Chief), in determining 
which the following points will be considered :—The officer 
to be so selected must have been favourably reported on by 
the several military and departmental officers under whom 
he may have served, as set forth in their Annual Confidential 
reports. He must be physically fit for general service and 


have served abroad for at least eight years. 
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A Brigade-Surgeon-Lieutenant-Colonel, to be eligible for 
selection as Surgeon-Colonel, must have served abroad at 
least ten years, of which three must have been in India. All 
promotions from the rank of Brigade-Surgeon-Lieutenant- 
Colonel to that of Sargeon-Colonel, and from the rank of 
Surgeon-Colonel to that of Sargeon-Major-General, shall be 
given for ability and merit, upon the selection of the 
Commander-in-Chief, with the approval of the Secretary of 
State, and the grounds of such selection shall be stated in 
writing. In all such cases the amount of service abroad 
shall be expressly stated. All officers, under the rank of 
Surgeon-Colonel are placed on the retired list at the age of 
fifty-five, and those of that rank and of the rank of Sargeon- 
Major-General at the age of sixty, except that in any par- 
ticular case in which it may be considered necessary for 
the interest of the public service the age of retirement of 
a Surgeon-Major-General may be extended for a period not 
exceeding two years. Irom recent promotions which have 
been made it is evident that Surgeons-Colonel who have 
passed the age of fifty-seven before being selected for the 
rank of Surgeon-Major-General will be passed over in favour 
of younger officers who can, by reason of age, serve a full 
three years in the rank of Surgeon-Major-General. 

Foreign Service.—Army Order 85 of June, 1897, states 
that the periods of service abroad, reckoning from the date 
of embarkation at home, will (except in the case of a 
Surgeon-Major-General or Surgeon-Colonel) be five years for 
all stations abroad (except that on the west coast of Africa), 
unless such period should be incompatible with the interests 
of the public service. 

Sick Leare.—An officer of the Army Medical Staff may be 
allowed full pay during sick leave of absence on the same 
conditions as those laid down for regimental officers. 

Service on the West Coast of Africa.—Officers who entered 
the Army Medical Staff, or volunteered expressly for service 
on the West Coast of Africa on or after the 1st of March, 1873, 
receive double pay while actually serving on the Coast. 
Candidates who present themselves expressly for service in 
the Army Medical Staff on the West Coast enter under the 
same qualifications as other candidates, except that they may 
be admitted up to thirty years of age. After 3 years’ actual 
service on the coast they are eligible for general service. If, 
however, it be certified by a medical board that any such 
officer is unfit for further duty on the coast he shall be 
eligible for general service, though he may not have completed 
3 years’ service there. For each year’s service on the coast 
an officer is entitled to a year’s leave at home. Each year or 
portion of a year served on the West Coast reckons double 
towards voluntary retirement or retired pay, provided that an 
otticer has served 12 months on the coast. 

Indian Medical Service.—Officers on appointment are, 
when possible, provided with passage to India by troop- 
ship; when troopship accommodation is not available 
passage at the public expense is provided by steamer, or 
@ passage allowance granted if preferred. A charge for 
messing during the voyage is made at the rate of 2s. a day. 
This payment does not include the cost of liquors, which are 
charged for as extras. Any officer who may neglect or refuse 
to proceed to India under the orders of the Secretary of 
State for India within two months from the date of leaving 
Netley will be considered as having forfeited his appoint- 
ment, unless special circumstances shall justify a departure 
from this regulation. The alteration of titles of medical 
officers in the Indian Service, so as to assimilate them to 
those of the Army Medical Staff, was promulgated in a 
Royal Warrant dated Dec. 7th, 1891. The articles of this 
Warvant were ordered to take effect from Aug. 7tb, 1891, the 
date of the Medical Staff Warrant. By this Warrant the 
tanks of the medical oflicers in the Indian military forces 
were declared to be substantive ranks, and to carry with 
them the same precedence and other advantages as the 
corresponding ranks in the Army Medical Staff, including 
command over the medical officers and subordinates, native 
and European, engaged in hospital service. The function 
of military command is subject to the same restrictions as in 
the British service. An important provision of this Warrant 
is that Sargeon-Lieutenants ‘‘sha!l be promoted’’ to the 
rank of Surgeon-Captain on completing three years’ full- 
pay service, Surgeon-Captains to the rank of Surgeon-Major 
after twelve years’ service, and Surgeon-Majors to the rank 
of Surgeon-Lieutenant-Colonel after twenty years’ service. 
No examination to qualify for promotion is required. All 
promotions to higher grades are to be given by selection for 
ability and merit. In case of distinguished service in the field 


a medical officer may be at once promoted from any rank to 
the one next above it. The ages for compulsory retirement 
are the same as those for the Medical Staff. Officers of the 
Indian Medical Service below the rank of Surgeon-Colonel 
may be granted: 1. Privilege leave under such regulations 
as may from time to time be in force. 2. Leave out of India 
for no longer period than one year, capable of extension to 
two years’ absence from duty, on the following pay :—After 
arrival in India, on first appointment, £200 a year ; after the 
commencement of the fifth year's service for pension, £250 
a year ; after the commencement of the tenth year’s service 
for pension, £300 a year; after the commencement of the 
fifteenth year’s service for pension, £400 a year; after the 
commencement of the twentieth year’s service for pen- 
sion, £450 a year; and after the commencement of the 
twenty-fifth year’s service for pension, £500 a year. 
3. Leave in India, but for the period of one year only, on 
full military pay and half the staff salary of appointment. 
No extension of leave involving absence from duty 
for more than two years, whether taken in or out of 
India, can be granted except on specially urgent grounds 
and without pay. An officer unable on account of the 
state of his health to return to duty within the maximum 
period of two years’ absence, unless he is specially granted 
an extension of leave without pay, is placed on temporary 
half-psy or the retired list, as the circumstances of the case 
may require. An officer is also liable to be placed on half- 
pay or the retired list should his health require an undue 
amount of leave, whether in or out of India. Leave may be 
granted at any time, but solely at the discretion of the 
Commanders-in-Chief or of the Local Governments in India 
in the case of officers not under the direct orders of a 
Commander-in-Chief. Officers of the Administrative grades 
may be granted one period of leave not exceeding eight 
months during their tenure of appointment. 

Naval Medical Service.—A candidate must be between the 
ages of twenty-one and twenty-eight, and must be the son 
of parents of pure European blood. He must declare his 
readiness for general service at home or abroad. Candidates 
will be examined by the Board in the following compulsory 
subjects : (a) Medicine, including Therapeutics and Diseases 
of Women and Children, 1200 marks ; (>) Surgery, 1200 
marks; (c) Anatomy and Physiology, 600 marks; and 
(d) Chemistry and Materia Medica, 600 marks. No can- 
didate is considered eligible who does not obtain one-third 
of the maximum marks in each of the compulsory subjects. 
Candidates may be examined in the following voluntary 
subjects : Zoology, 300 marks; Botany, 300 marks; Physics, 
300 marks; Geology and Physical Geography, 300 marks 
(no candidate will be allowed to present himself for exa- 
mination in more than two of these subjects) ; French and 
German (200 each), 400 marks. A number lees than one- 
third of the marks obtainable in each of these voluntary sub- 
jects will not be allowed to count in favour of a candidate who 
has qualified in the compulsory subjects. Successful candidates 
immediately after passing the examination will receive com- 
missions as surgeons in the Royal Navy and will undergo a 
course of practical instruction in Naval Hygiene, Xc., at 
Haslar Hospital. Surgeons are promoted to be Staff Surgeons 
after twelve years from date of entry, provided they pass 
the requisite examination after completion of eight years’ 
service from the date of entry; and Staff Surgeons to 
Fleet Surgeons after twenty years’ service if recommended 
by the Director-General. Deputy-Inspectore-General are 
promoted by selection from the Fleet Surgeons, and 
Inspectors- General from the Deputy Inspectors-General 
having three years’ foreign service, or four years’ mixed, of 
which not less than two must have been abroad, or five years’ 
home service in such appointments as preclude foreign service, 
provided they have not refused to go abroad when called 
upon to do so. Inspectors and Deputy Inspectors-General 
are retired compulsorily at sixty (except that if in any 
particular case the Lords Commissioners of the Admiralty 
may consider that the interests of the public service will be 
materially advanced by the further retention of an Inspector- 
General on the active list, the age for retirement of such 
Inspector-General may be extended to sixty-two) and other 
grades at fifty-five years of age, and all ranks at any time if 
an officer has not served for five years. In calculating service 
for retired pay time on half-pay will be taken as equivalent to 
one-third service on full-pay. All retired officers are liable, 
till the age of fifty-five, to serve in time of declared national 
emergency in a rank not lower than that held on retirement. 


The following tabler, showing the rates of pay and 
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half-pay of the three branches, will probably be acceptable 
to students who entertain any intention of entering the 
public service :— 


ARMY. 
Rank, Rates of Pay. Gratuities, With the Rank of 

Daily. 

Surgeon on probation .. £080. — 
Annual, 

Sarg.-Lieut. or Surg.- 

Captain .. . w - Lieut. or Cazt. 

Surg. -Capt. aft, 5 years’ 

service . co oo MO +» Captain 
Daily. 

Surg.-Capt. aft. 10 years’ 

service 015 0 £1250* .. Captain 

Surg.- Major or Surg.- 

Lieut «as. 100 +» Maj. or Lt.-Col. 


jor or Surg.- 
eut.-Col, aft. 15 years’ 

Su ajor or Surg.- 

-Col. 18 years’ 


Surgeon-Lieut-Col. : 


£1800* .. Maj. or Lt.-Col. 


£2500" .. Maj. or Lt.-Col. 


Retired-pay. t 
Surg.-Major or 


» aft. 20 years’service 1 5 0 .. £10 Surg.-ut.-Col. 

25 338 12 6... Surg.-Lt.-Col, 

” 30 ” ee 1 6 0 .. Surg.- Lt.-Col, 
Brigade-Surgeon-Lieut.-Col. 110 0 Lieut.-Colonel 

aft. yearsinrank 113 0 .. (but always 

» Und. 30years’service — o 376 senior to 

aft. 30 110 0 Surg.-Lieut.-Col.) 
Surgeon-Colonel .. .. .. 2 00 .. 115 0 .. Colonel 
Surgeon-Major-General .. 215 0 .. 2 0 0 .. Major-General 


Director-General of the Army, £1500 yearly; retired pay from £1125 to 
£830, according to length of service as Director-General. 

Under Army Order 63 of May, 1897, officers of the Army Medical 
Staff attached to a militia unit during preliminary drill and training 
are entitled to an allowance in aid of mess at the rate of 48. a dav. 

* Applies equally to Surgeon-Liewtenant-Colonel, Surgeon-Major, 
— Captain, or Surgeon-Lieutenant, according to periods of 

ice—i.e., ten, fifteen, or eighteen years. 

An officer who, on voluntary retirement, has served for less than 
three years in the rank from which he retires is only entitled to the 
gratuity or retired psy assigned to the nex: lower rank. 

t Half-pay is also applicable to officers having less than twenty 
years’ service, as follows :— 

Surg.-Lieut.-Col., Surg.-Major, Surg.-Capt., or Surg.-Lieut. : 
Daily. 
Under 5 years’service .. .. £0 6 
After 5 ,, oo O 
After 10 ,, co 
After 15 ,, « © 


Pay of officers in India : 


0 
8 0 
10 0 
13 6 

Rs. per mensem, 
Surg .-Lieut.-Col., ater 2 years... 
Surg.-Major, after 15 years 


Surg.-Capt., after 10 years... 


RoyAL Navy. 
| Daily | Half. — and retired pay. 
Pay. ‘Rank. Gratuity. 
| 
O11 6/0 6 
aft. 2 years’ f. p. in rank oa 0 7 [Surg 
4 013 8 att. 
8 015 6/010) 16 
10 oll, 
Staff Surgeon: | 
on promotion .. | 012 
aft. 2 years’ f. p. in rank | am 0 13 
140/01 
} rgeon. 5 
on promotion... | 17 0/017) aft. Wyears’ £1 0 0 
| 110 0/019) 150 
t. ears’ f. rank ee 


The hospital allowances for Medical Officers at home and a broa 
in lieu of provisions for themselves and servants and for fuel 
light, are as follows :— 


At home. | Abroad. 


Kank, 
Inspector-Generals of Hospitals a we 85 130 
Deputy In:pector-Generals 67 112 
Fleet Surgeons and Staff Surgeons... 53 lg 


Medical officers serving atloat receive an a lowance of ls. 6d. a day 
in lieu of provisions, fuel, and lights, as laia down in the Queen’s 
Regulations. 

The allowance of 5s. a day, in addition to full pay, at present granted 
to the Fleet Surgeon of a flag-ship bearing the flag of a Commander-in- 
Chief on a foreign station, will be given to the senior medical officer of 
such ship, being a Fleet or Staff Surgeon; and an allowance of 2s 6d. a 
day to the senior medical officer, being a Fleet or Staff Surgeon, of the 
= of a Commodore or of a senior officer commanding a foreign 
station. 

Candidates will do well to notice that the regulations issued to 
applicants do not put ong limit on the amount of half-pay service 
which they may be compelled to undergo. 

lIf the health of a surgeon breaks down before my completes eight 
years’ service, even if his — be contracted in the service or be 
due to climatic causes, he is liable to be at once placed on the r etired 
sa SOREOERS a gratuity at the rate of £125 for each year of com p! 
service. 


INDIAN MEDICAL SERVICE.§ 


The rate of pay drawn by Surgeon-Lieutenants from the date of 
passing the final examination at the Army Medical School until arrivad 
in India is 10s. a day. 

Pay at the above rate is issued in this country up to the date of 
embarkation, and an advance of two months’ pay at the same rate is 
also made prior to embarkation, which is adjusted in India. 

The following are the rates of * Indian pay and wy = ay which 
Srviee: drawn by officers hereafter appolated to the Indian Medical 

rvice 


Years’ ; ‘Indian y and allowance 
Rank. service. | Menseim. 
| When not appoint- 
| ment carrying higher pay. 
| Rs. a. p. 
Brigade-Surgeon-j | 
urgeon jeutenant- 
nel 888 12 0 
urgeon eutenant. j 
jurgeon-Major .. .. | 
” ” 12 | 640 14 6 
| 
A 
| When not re- | When receiv- 
ceiving any ing staff al- 
| staff allow- lowance in 
| ance. addition. 
Surgeon-Captain 1 | 
n- oo 0 
450-0 0 409 0 0 
Surgeon- in 
under 5 359 0 0 300 0 0 


On first appointment ae | will ouly come into recei 4 of “ Indian pe pay 
and allowances” from the date of their arrival in India. 

Officers holding the principal administrative appointments and sub- 
stantive aes charges of the Indian Medical Service receive ad 


present the following consolidated salaries :— 
Rs. per Mensem, 
Surgeon-Major-General, Be: +. 2700 
Madras .. .25(0 


Brigade-Surgeon-Lieutenant- Colonel 
in substantive ofa 


regiment... 1100 with Rs. 99 horse allowance 


in cavalry regiments. 
Surgeon-Lieutenant-Colonel, in sub- 
stantive ome of native 


1000 with Rs. 90 horse allowance 
in cavalry regiments. 
890 with Rs.99 ditto. 


Surgeon. Captain above. 5 ears’ full- 
pay service in substantive amy 


of a native regiment .. 60 with Rs.60 ~— ditto. 


The half-pay, and gratuities on retirement are liable 


o reduction in cases 0: 


Surgeon-Captain or Surgeon- -Lieu- 
stant under 5 in = 
tantive charge of a 
ee ce - «+ 450 with Rs. 60 ditto. 
of other madical appointments in the Civil 
and Military Departments are consolidated vary from Rs. 1800 to 
Rs. 400 per mensem. 
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Qualitied officers of the Medical Service are also eligible for appoint- 
ments in the Assay Department. The salaries of these appointments 
are from Rs. 600 to Rs. 2250 per mensem. 
Officers are required to perform two years’ regimental duty in Initia 
before they can be considered eligible for civil employment. 


RETIRING PENSIONS AND HALF-PAy. 


Officers of the Indian Medical Service will be allowed to retire on the 
following scale of pension, on completion of the required periods of 
service :— 


After 30 years’ service for pension £700 per annum + £350after 5 years’ 
active employment in India as a 
Surgeon- Major-General, or + £250 
per anoum after 5 years’ active 
employment as a Surgeon-Colonel. 
£500 per annum. 
» 2 ” ” ” £365 


£22 

Officers not entitled to pension, when p'ac ed on temporary or pe. 
ment half-pay will be granted the British rate of half-pay of ti 
anilitary rank, as under :— 


Rank. A 


Brigade-Surgeon-Lieutenant-Colonel .. | 
Surgeon. Lieutenant-Colonel if ll 0 20016 0 
‘Surgeon-Major 96 | 173 7 6 
Surgeon-Captain 7 0 12715 0 
Surgeon-Lieutenant .. 8 0 | 6415 0 


InvaLtp PENSIONS. 
An officer who has become in -apacitated for further service in India 
on account of unfitness caused by duty may, after he has been two 
ears on temporary half pay, be granted an Invalid Pension on the 
lollowing scale :— 
Per annum. 
£272 
252 
282 
212 
192 


§ No staff or regimental allowance can be drawn until the lower 
standard examination in Hindustani has been . AS many 
‘surgeon-lientenants have been sent to the frontier immediately on 
arriving in India, they have found it impossible to study and pass this 
examination, and have consequently been doing regimental and other 
work for Rs. 317 8a.a month. Lately a concession has been granted to 
medical officers so situated on the frontier, but the rule is still most 
illiberal and requires alteration. 

|| Officers cannot retire in India on half-pay (No. 45, Feb. 28th, 1865). 

Wound Pxnsions. 

Officers are entitled to the same allowances on account of wounds and 
‘injuries received in action as are granted to combatant officers of Her 
es Indian Military Forces holding the corresponding military 


After 16 years’ pension service .. oe 
” 15 ” ” 
” 14 ” ” 
” 13 ” ” ” 
” 12 ” ” ” 


FAMILY PENSIONS, 

The claims to sion of widows and families of officers are treated 
under the provisions of such Royal Warrant regulating the grant of 

nsions to the widows and families of British officers as may be in 

orce at the time being. 

The widows and families of offizers are also entitled to pensions under 
the Indian Service Family Pension Regulations, for the benefits of 
which all officers must, as a condition of their appointment, subscribe 
trom the date of their arrival ia India. 


METROPOLITAN MEDICAL SCHOOLS,' 


St. BARTHOLOMEW's HosPITAL AND COLLEGE. — The 
Clinical practice of the hospital comprises a service of 750 
beds, of which 676 are for patients in the hospital at Smithfield 
and 75 for convalescent patients at Swanley. Ten house 
ee and ten house surgeons are appointed annually. 

uring their first six months of office they act as ‘‘ junior’ 
house physicians and house surgeons and receive a salary of 
£25 a year. During their second six months they become 
‘*senior’’ house physicians and house surgeons and are pro- 
vided with rooms by the hospital authorities and receive £80 
& year as salary. A resident midwifery assistant and an 
ophthalmic house surgeon are appointed every six months, 
and are provided with rooms and receive a salary of £80a 
year. Two assistant anwsthetists are appointed annually, 
and receive salaries of £120 and £100 respectively. An 
extern midwifery assistant is appointed every three months, 
and receives a salary of £80 a year. Two assistant 


1 For Scholarships see p. 493 et seq. 


electricians are appointed every six months. The clinical 
clerks, the obstetric clerks, the clerks to the medical out- 
patients, the dressers to the surgical in-patients and to the 
out-patients, and the dressers in the special departments are 
chosen from the diligent students. the appointments are 
now free. 

A college is attached to the hospital, in which students 
can reside, subject to the college regulations. 

The Medical School Buildings include three large lecture 
theatres, a large dissecting room, a spacious library (con- 
taining 13 000 volumes), a well-appointed museum of anatomy, 
physiology, comparative anatomy, materia medica, botany, 
and pathological anatomy. There are laboratories for 
chemistry, pbysiology, pathology, pharmacology, public 
health, and biology, giving ample accommodation in every 
department. 

A recreation ground of ten acres has been 
by the school committee at Winchmore-hill for the use of the 
Students’ Amalgamated Clubs, and all students are expected 
to become members. 

Instruction in Preliminary Science is given to University 
of London students in chemistry, biology, and physics 
throughout the year. 

Laboratory Instruction for the D.P.H. is provided during 
the winter and summer sessions, and elementary instruction 
in Bacteriology is also given throughout the year. 


CHARING-CROSS HOSPITAL AND COLLEGE.—Total 

110 guineas if paid in a single sum on entry, or 121 guineas if 
d in five instalments; the sons of Registered Medical 
ractitioners pay 100 guineas in one sum or 110 guineas in 
five sums ; for Dental students, 54 guineas, or 60 guineas in 
two equal instalments. General students pay proportionately 
lower fees, and are admitted without additional fee to the 
courses of Clinical Medicine and Surgery and to the practice 
of the Royal Westminster Ophthalmic Hospital. They alone 
are entitled to compete for the Scholarships, Gold Medal, and 
Pereira Prize. 

Classes for the Preliminary Scientific Examination of the 
University of London are held at this Medical School. The 
fee for the whole course, which begins in October, is 
15 guineas. There are also special classes for the practical 
work for the D ent of Pablic Health and a course in 
the subject of Diseases of tropical climates. 


St. HosPiTAv. —Students may become Pi 
Pupils by payment of £150 on entering, or of £160 in four 
annual instalments. Perpetual pupils are entitled to per- 
petual admission to lectures and demonstrations as well as 
to the entire medical and surgical practice of the hospital ; 
they may compete for all prizes and exhibitions, may become 
clinical clerks during six months and dressers during another 
six months, or longer if required, without fee, may attend 
midwifery practice, and may compete for all hospital 
and school appointments without extra charge. Four 
house surgeoncies and four house physiciancies, and 
the salaried offices of obstetric assistant, senior and 
junior anesthetists, medical registrars (2), surgical registrar, 
curator and assistant curator of the Museum, ides 
demonstratorships and a number of junior hospital appoint- 
ments, are open to perpetual pupils. Students not being 
perpetual pupils are admitted to lectures, demonstrations, 
and hospital practice on payment of £50 annually for two 
years and £20 annually for succeeding years. Such students 
may become Perpetual in their third year if they wish and if 
their conduct has been satisfactory. 

Guy’s HospiraAt.—House physicians, house surgeons, 
assistant house physicians, and assistant house surgeons, 
obstetric residents, gyn«cological assistants, clinical assist- 
ants, clerks to anzsthetists, surgeons’ and assistant 
surgeons’ dresserr, surgical ward clerks, clinical clerks, 
post-mortem clerks, extern obstetric attendants, and 
dressers and clerks in the special departments are 
appointed from among the students upon the recom- 
mendation of the medical staff, according to merit and 
without extra payment. The house physicians, of whom 
there are four, hold office for six months each. The 
assistant house physicians, who hold office for three months, 
attend in the out-patient department four afternoons in 
the week, and see all the cases not seen by the assistant 
physician of the day. The house pbysicians have the care 
of the patients in the medical wards, and attend to all 


emergencies arising in the absence of the physicians. They 


in 
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| Che Medical Student's Class Guide. 
TABULAR LIST OF THE CLASSES, LECTURERS, AND FEES AT THE LONDON HOSPITALS AND 
MEDICAL SCHOOLS FOR THE SESSION 1897-98. 


' 


} 
ST. BARTHOL. HOSPITAL. CHARING-CROSS HOSPITAL. ST. GEORGE'S HOSPITAL 
LECTURES. &c. Freres. FEEs. | FEES. 
LECTURERS, Due Ue- Lecrt kERS. One LECTURERS, | One 
} Course. limited. Course. Course. petual. 
Dr. Klein 9 90 Dr. Pembrey 8 80 Dr. Buckmaster | 7 70,8186 
: Ditto, Phys. Chem. | 
ANATOMY... .. ... ... .. |*Mr. Bruce Clarke _9 90 wee Mr. Waterhouse |7 70. ... Mr. Turner 770'81e6 
‘ iz Mr. Lockwood. Mr Cantlie (Applied) Mr. F. S. Collard | 
ANATOMICAL DEMONSTRA- Messrs. Waring, 10 10 0 oa Mr. Cantlie 8 80 ove Mr. Grimsdale 770 
{ i ¢ TIONS Bailey, Furnivall, Mr. Gibbs Ditto, Osteology | 
Sloane, and Miles | | Histology 13 30 
CHEMISTRY 7 70 ove Dr. Morley 6 60 Mr.Gardner 60/7176 
Tbs Mr. Addyman | 
MEDICINE... ... «| Sir D. Duckworth 70! ... Dr. Bruce 770) Dr. Cavafy 17 
Dr. Norman Moore Dr. Ewart | 
SURGERY ... Mr. Marsh 7 70 ove Mr. Boyd + 79 oe Mr. Bennett | 7 70|\gie6 
nae Mr. Walsham Mr. Dent | 
ad HOSPITAL PRACTICE: Drs. Church, Gee, 3 mths. 36150 Drs. Green, Bruce |3mths.| Full Dr. Cavafy mtbs 42 ¢ 9 
Sir D. Duckworth, 13. 2 6 and Abercrombie | 5 5 0 | period Dr. Ewart 10 100 
Puysicians Dr. Hensley, 6 mths. (To out-patients : |6mths.\21 00) Dr. Owen | 2years 
Dr. Brunton, 19 190 Dr. Willeocks, 7 70 } Dr. Penrose 21 00) 
| Dr. Champneys (12 mths Dr. Murray, 12mths.; Obst. Phys. : | 
(Obstet.) 26 50 Dr. Mott 10 10 0 | Dr. Dakin | 
5S. West, Ormerod, Pract. Midwifery: | r. Lee Dickinson 
} AssisTaNT PHYSICIANS Herringham, Tooth. Dr. 3 30] Dr. Cyril Ogle 
Dr. Griffith (Obstet.) 3 mths. | 
Messrs. Smith, 13 26 34150 Mr. Bloxam Full Mr. Pick, 12 
SURGHONS Willett, Langton, 6 mths. Mr. Morgan 50) period | Mr. Haward, months 
i ) Marsh, and Butlin 19 19 0 Mr. Stanley Boyd |6mths. 21 00 Mr.Bennett,MrDent 10 10 0 
Messrs. Walsham, 12 mths... Mr. Waterhouse 70, Full | Ophth. Surg.: |2 years 
take ASSISTANT SURGEONS... ~< Cripps,BruceClarke, 26 5 0 Mr. Wallis |12mths.! Med. & Mr. Frost 21 00 
Bowlby,& Lockwood! Mr.Gibbs 100 | Surg. Mr. Turner | 
Oplith. Surgs.: | | 15 0 | Mr. Sheila 
MrVernon MrJessop | | Mr. H. Allingham | 
PRACTICAL SURGERY le 770 Mr. Wallis OO) Mr. Sheild 40) 
Drs. West, Fletcher, ... toe | | | eee 
j ‘ Sir D. Duckworth, | and Assistant ysic 
tt CLINICAL MEDICINE... Dr.’ | | y | 
{ Brunton | } | 
Messrs.Smith, | .. | ... TheSurgeoms | | | The 
CLINICAL SURGERY ... 4 | Willett, Langton, | | and Assistant | Surgeons | 
Marsh, and Butlin | Surgeons | | } } 
CLINICAL MIDWIFERY, Xe. Champneys oss Drs.Black& Routh! .. |... Drs. akin & Remfry| 
aw | Mr, Paterson ace on Mr. Colyer eco Mr. H. L. Albert | 
DENTAL SURGERY ... ... { y | | 
PUBLIG HHALTH Sir R. Thorne * Dr. Whitelegge | 3 30 mm Dr. Parkes 13 30/440 
| Thorne € } (Pub. Health, Pract.: 
_ Drs. Morley & Arkle]) 
SUMMER SESSION. | | | | 
4 MATERIA MEDICA Dr. Calvert Dr. Willcocks ir. Penrose (4146 5156 
MIDWIFERY, Xe. ... | Dr. Champneys | 7 70 | Dr. Black 440) Dr. Dakin 5156 
BOTANY... «.. ..| Rev.G.Henslow } .. .. Dr. Willcocks | 
MEDICAL JURISPRUDENCE Dr. Hensley 4 40 Dr. Abercrombie | 4 40 Dr. Owen 5156 
a Dr. (Toz.) | | 
THERAPEUTICS ... ... ... Dr. Brunton z= Dr. Willcocks Dr. Penrose (4146 5156 
PATHOLOGICAL ANATOMY Dr. Andrewes 770 Dr. Murray 440 “ Dr. Rolleston 3 30 40 
4 PRACTICAL CHEMISTRY ... Dr. Chattaway 5 50 Dr. Morley 5 50 | we « El Mr. Gardner 4 40 a 
. and Mr. Evans | | Mr. Richards | Mr.Addyman 4 40 
COMPARATIVE ANATOMY Dr. Shore 2126 ove Dr. Pembrey Dr. Buckmaster 40 
OPHTHALMIC SURGERY... | Mr. Vernon | ose Mr. Frost 
Mr. Jessop | Staff of Royal 
(in Winter) } West. Opb. Hosp. 
OPHTHALMOLOGY ... | Dr.‘Lee Dickinson 4 40/5 156 4 
PSYCHOLOGY... .. ...| Dr.Claye Shaw |3 30) Dr. Percy Smith 40 
| DENTAL SURGERY ... ... Mr. Paterson 2126 Mr. Colyer Mr. H.L. Albert |... 
PRACTICAL SURGERY _ ... 778! Mr. Wailis .. Mr.Sheild 5156 
PRACTICAL PHYSIOLOGY Dr. Eakins 10100) ... Dr. Pembrey 6 60; .. | Dr. Buckmaster ,,, 
(and in Winter) | (and in Winter) | (Tropical Medicine: | I 
| | } Dr. Manson} | 3 30 
PRACTICAL PHARMACY ... Dr. Calvert Mr. Pearce 220) ww (Clinical Lunacy: | 
| Dr. Pletcher | Dr. Alexander) 
| Mr. J. Berry 6 60 oe Mr. Wallis Mr. H. Allingham.| 6 60 
Mr. H. J. Waring (Pract. Midw.: | 
Mr. McA. Eccles Dr. Dakin} | 
DISEASES OF THE EAR ... Mr. Cumberbatch Mr. Waterhouse Mr. Bull | 
DISEASES OF THE SKIN... Dr. West Dr. Galloway one Dr. Cavafy 
ORTHOP SURGERY... Mr. Walsham pm Mr. Wallis Mr. Turner 
DISEASES OF THE THROAT Mr. Bowlby os Dr. Willcocks Mr. Sheila 
; ‘ aS iu \ £157 10s.; or, Ist yr., £42; 2nd £115 10s.; or, lst Win., £34 13s.; Ist £150; or, Ist year, £50; 2nd year, £50 
Fxx for all Lectures and Hosp. 3rd £42; 4th yr. Sum., 2nd Win., 2nd Sum., 3rd rd year, £40; 4th year, £20.§ 
Med. and Surg. Practice...) 43, Win., £23 2s. each.t 
} * * Free to general students of the hospital. + The sons of registered medical practitioners pay 100 guineas in one sum, or 110 guineas ‘ 
: in five instalments. Dental students £56 14s., or two instalments of 30 guineas each. A proportionate reduction in their fees will be made 
; to students who have already commenced their education at institutions recognised by the Examining Boards on production of satisfactory 
' certificates on joining the school. | Included in Practical Surgery fee. § Fee for Perpetual Pupils. | Andin Winter. § In Summer, 
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TABULAR LIST OF THE CLASSES, LECTURERS, AND FEES AT THE LONDON HOSPITALS AND MEDICAL 


LECTURES, &e. 


| 
| GUY’S HOSPITAL. 


LECTURERS. First 


Course. 
| 


Frees. 


|Subseqnt. 
Course. 


WINTER SESSION. 
PHYSIOLOGY... ... ... 


ANATOMY, DESCRIPTIVE & SURGICAL 


ANATOMICAL DEMONSTRATIONS ... 
PRACTICAL SURGERY ... 
HOSPITAL PRACTICE ... ... ... 


ASSISTANT PHYSICIANS ... «. 


CLINICAL SURGERY ... 


CLINICAL MIDWIFERY... ... 


SUMMER SESSION. 
MATERIA MEDICA & THERAPRU TICS .. 
MIDWIFERY &e.... .. 
MEDICAL JURISPRUDENCE. ... 
DISEASES OF WOMEN ... ... 
PRACTICAL CHEMISTRY 


PRACTICAL PHYSIOLOGY ... 


NEURO-PATHOLOGY 
PRACTICAL BIOLOGY 


NATURAL PHILOSOPHY _... ... 
COMPARATIVE ANATOMY . 
PATHOLOGY AND 
BACTERIOLOGY... ... 
OPERATIVE SURGERY . 
MORBID HISTOLOGY _... 
OPHTHALMIC SURGERY 
PSYCHOLOGICAL MEDICIN 


FER 
DEMONST. OF CUTANEOUS DISEASES | 


PUBLIC HEALTH 


Fee for Lectures and Hospital Medical ~—? 


£2. 8. 


| Dr. Washbourn and 10 10 0 | 10 10 


Dr. Starling 


Mr. Lane 


«+ | Mr. Fripp, Mr. Steward, | 1010 0/1010 0 
and Mr. Handley | 
| Dr. Stevenson and 550} 5 5 0) 
Mr. Groves | 
Dr. Pye-Smith and 1010 0;1010 
| Dr. Taylor 
| Mr. Howse and 1010 0/ 1010 0) | 
Mr. Davies-Colley 
Mr. Fagge 440/440) 
Dr. Pye-Smith, 3 months | Perpetual 
Dr. Taylor, 1515 0/42 00 
Dr. Goodhart, 6 months 
and Dr. Hale White 21 00 


Dr. Galabin (obst.) 


Drs. Pitt, 
Shaw, 
Washbourn 


| 
| 
Dr. Horrocks (obst.) 
| =. Howse, 
| 
| 
{ 
| Messrs. Jacobson, ooo 
Symonds, Lane, Dunn, 
Brailey (oph. ), and Rouw, 
Pillin, & Hopson (dent.) 
= Taylor, ooo 
oodhart and Wh te 


| 


fr. Lucas, and 
Mr. Golding-Bird 
Mr. Higgens (oph.), 
Messrs. Newland-Pedley, 
Magee, & Badcock (dent.) | 1 year 
| Drs. Pitt, Perry, 
and Wasbbourn 
Messrs. Howse, eos 
| Davies-Colley, Lucas, and 
| Golding-Bird 
j In Summer : 
| Mr. Jacobson, 
| Mr. Symonds, Mr. Lane, 
and Mr. Dunn 
Galabin & Dr. Horrocks ooo 


(Medical Classes: Dr. Shaw) 
| [Surgical Classes : 


Mr. Dunn} 
Dr. Hale White 6 50 
Dr. Galabin 56 5 0 
Beddard, Dr. Stevens,| 5 5 0 
| and Mr. Steward 1010 0 
Dr. Stevenson 5 5 0 
Dr. Galabin 5 5 0 
Mr. Groves, Mr. Wade,and| 5 5 0 
Mr. Hopkins 
.. | Dr. Starling, Dr. Fawcett, | 1010 0 
and Mr. 
. | Mr. Beddard, ‘Dr. ~*~ ie 1010 0 
and Mr. Ste 
Mr. Reinold 65 5 0 
as 5 5 0 
| Drs. Pitt, Perry, & Shaw 55 0 
Dr. Washbourn 220 
Mr. Dunn 5 5 0 
Dr. Pitt and Mr. Lane 65 5 0 
Mr. Higgens 330 
Dr. Savage } 330 
Mr. Newland-Pedley |... 
Mr. L. Purves | 
Dr. Perry | 
Dr. Sykes 33 0) 
Mr. Collier 3 0) 


Mr. Clement Lucas and | 1010 lv 10 


1 year 


3 months 
1515 0 0) 
6 months 
2100 


L. Purves (aural) 28 7 0 i| 


~ 


a 
o ooo 


~ 

o: 


ocoocoooo 


wo 
ii 
oo 


| 


150 guineas; or by 4 instalments of or) 
ooo guineas each. 


| 


SCHOOLS FOR SESSION 1897- 


KING'S COLLEGE AND HOSPITAL. 


LECTURERS. 
| Course. 


£8.d. 
Dr. Halliburton, Mr. Beale,| 8 8 0) ... 


i} and Mr. Lyle 
Dr. Hughes and 6 60 
Mr. Cadman or 
|} 990 
ine. Prac. 
Dr. Hugbes and } 7 oe 
Mr. A. W. Cadman | 
Mr. Thomsonand Mr. 8 8 0 
Jackson | 
Dr. B. Yeo | 8 8 0 pom 
Mr. W. W. Cheyne 8 8 0 iat 
| Messrs. Carless, Burghard, 3 3 0 _ 


Cheatle, and Beale 
Dr. Duffin | 

Dr. Playfair (accou.) | 
Dr. Burney Yeo | Winter 
Dr. Hayes (accou.) lilo 
Dr. Ferrier, Dr. Curnow | _1 year 
r. Tira’ 11818 0 

Dr. Dalton ase 


Sir H. Beevor, Bart., M.D. 
Dr. Phillips (aa (aecou. ) 
Mr. W heyne, | ove oe 
and Mr. 


Mr. A.S. Underwood | 
r. McHardy 
(ophthalmic) | 


Summer | 42 0 0 
8 8 0 


Mr. Carless, Mr. Burghard, | oe 
Mr. Cheatle, and 
Mr. Beale | | 


Mr. W. Rose 
(Osteology: Dr. Hughes & 
Mr. A. W. Cadman) 


Dr. Playfair & Dr. Hayes eee 


(State Medicine Labora- 
tories: Dr. W. R. Smith 
& Mr. Moor) 


Dr. Tirard 5 5 
Dr. Playfair, Dr. Hayes 5 
Mr. Bottomley, Ph.D. 
| Dr. Halliburton, Mr. Beale, 
and Mr. Lyle 
Dr. W. R. Smith 5 
Dr. Playfair 
Messrs. Thomson and 6 
H. Jackson 
Dr. Halliburton, Beale, 5 
1 
8 
2 


coco 


and Mr. Lyle. 
Dr. Ferrier & Dr. Turner | 
Mr. Beale, Mr. Lyle 
Mr. W. G. Adams 


Dr. Dalton 3 
Mr. Crooksbank 3 
Mr. Carless 2 
Dr. Dalton | 5 
Mr. McHardy 3 
Dr. Ernest White 4 

Mr. A. 8S. Underwood 
Dr. Pritchard eve 
Mr. Carless | ow one 


0 
Mr. Wilmot 0 


oooocoe 
: 


ae 
ar 


_ 


£135; or in two annual instalments of £703 
or three of £48; or four of £37 each.t 


* Elementary Course, £5 5s. 


t Students having completed their studies in Anatomy, Physiology, and previous subjects, £75. 


|} 
| — PRES. 
| 
| | 
| | 
Dr. B. Yeo | | 
| 
Dr. Curnow 
eco {| eee } on 
| 
6 
6) 
0 
1S 6 
| 
20.§ 
ruineas —— 
factory 


| 
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7 
} TABULAR LIST OF THE CLASSES, LECTURERS, AND FEES AT THE LONDON HOSPITALS AND 
MEDICAL SCHOOLS, FOR THE SESSION 1897-98—(CONTINUED). 
| ‘ LONDON HOSPITAL. ST. MARY’S HOSPITAL. MIDDLESEX HOSPITAL. 
LECTURES, &e. Frrs, FEES. FEEs. 
LECTURERS. LECTURERS. Ons LECTURERS. One | Per 
Course. petual. Session.) petual. Session. | petual. 
PHYSIOLOGY Mr.MansellMoullin. 770) .. Dr. Waller 00] Dr. Young |8 80| 
EXPERIMENTAL PHYSIOL. Dr. Leonard Hill 4 40 Dr. Waller | one ons 50 ove 
Mr. Hute hison | 
PATHOL. & MORBID ANAT. Mr. F. S. Eve Dr. Maguire 
nd Dr. Perey Kidd Mr. Plinmer | | 
ANATOMY, DESCRIPTIVE & Mr. T.H. Openshaw 7 70 Mr. E. Lane 16 @Ol Dr. Robinson 9 90 
SURGICAL. Pract.: Dr. Keith) 
} ANATOMICAL DEMON- DrLeafDrRoxburgh 7 70 sii Mr. Collier an as Mr. R. Gladstone | 5 50 ase 
f | _STRATIONS, } | | A.T. Fergusson | } 
CHEMISTRY (Mr. Page, Mr.Candy 7 70 Dr. A. P. Laurie | 6 00 on Dr. Plimpton 6 60 
{(Pract.: Mr. Page; 5 50 | | 
Mr. Page] 3 30) Mr.H.G.Plimmer] | 2 20 | 
MEDICINE coo coe ove Dr.S. Mackenzie 7 70 Dr. Lees 00 mm 1 Dr. W. Cayley 8 80 eee 
} Dr. Phillips | | & Ss. | 
Mr. Treves 770 Mr. Page 800) .. Mr. A.Clark |8 80 
a } Mr. Pepper | 
PRACTICAL SURGERY... ... 5 Mr. Silcock 400 | Mr. Pearce Gould 8 80 
} | 
PRACTICAL MIDWIFERY... DrsHerman&Lewers 5 50! ... Dr. Gow Dr. Boxall 5 50 
PRACTICAL MEDICINE ... Dr.S. Mackenzie '3 00 Dr. Pasteur 8 80 oo 
HOSPITAL PRACTICE: Drs. Mackenzie, 3 50 Dr.Cheadle {| 3 24 00 Dr. W. Cayley | 3 
it Sansom, mths. Dr. Lees | mths. | Dr. Coupland mths. 
i Turner, 10 100 Dr. Sidney 4 00 | Sir D. Powell 5 50 
Gilbart Smith, | 6 Phillips | 6 | Dr. Fowler 
>, Herman (Obst.), | mths. To Out-patients : mths. | To Out-patients : 
Warner, 15150) Drs. Maguire, 700 | Dr. Biss 
Lewers (Obst. 1 year Luff, and Caley lyear | Dr W Duncan (Obst.) 
21° 00} 12°00 Dr. Pringle (Skin) 
(Phys. 4ce wcheur ( Dr. W. Pasteur 
ASSISTANT PHyYSICIANS,.. | Drs. Percy Kidd, Dr. Handtield Jones) on Dr.W.E.Wynter 
F. J. Smith, Hadley, Phys. Accoucheur | Dr. A. F. Voelcker 
Schorstein, Dawson, | to Out-patients : | Dr. Boxall (Obst.) 
and Head | | Dr. Gow) } | 
Mr. W. Tay (Oph.),| 3 26 50 Mr.Owen | [24 00 Mr. Morris | 
| j as McCarthy, | mths. | Mr. Page } mths. Mr. Andrew Clark | mths. } 
! : Mr. F. Treves, Mr. 110 10 0 Mr. Pepper 4 00 | Mr. Pearce Gould | 5 50! 
ba . Mansell Moullin,,; 6 To Out-patients : } 6 Mr. S. Bennett 
j Mr Hurry Fenwick, mths. Mr. Sileeck | mths. (Dental) | 
SURGEONS ... Mr. Eve (Oph.), Mr..15 15 0 | || Mr. J. E. Lane | 700 Mr. Lang (Oph.) | 
‘ J.Hutchinson, jun.,, 1 year Mr. H. 8. Collier 1 year Mr, Stephen Paget 
io Dr. Woakes, & Mr. \21° 0 0 Mr. Critchett and |12° 0 0 | (Aural.) 
T. M. Hovell (Aur.) | Mr. Juler (Oph.) | 
Mr. Cunningham & | } 
Mr. Dolamore(Dent.) | 
1 Mr. H. P. Dean | Mr. Morris (Skin r. J. Murray, Mr. 
ASSISTANT SURGEONS . | Mr. Morton Smale S.H.Kellock, Mr.W. 
“| (Dental) | Hern( Assist. Dental) 
CLINICAL MEDICINE... ...| The Physicians | |. Dr.Cheadle 00\ .. | The Physicians | | 
| | and Asst. Phys 
4 and Asst. iyvs. | 
} 
CLINICAL SURGERY ... ... The Surgeons =. Mr. Owen 300 The Surgeons os 
ig SUMMER SESSION. _ Dr. F. Voelcker.) 
MATERIA MEDICA ... ... § Dr. Warner 440 Dr. Caley '4 00 = 
THERAPEUTICS Dr. Dawson § Dr. Caley Dr. Biss 5 50 
| MIDWIPERY, dc. Dr. Herman 5 50} Dr.M.H.Jones |5 Dr. W. Duncan | 5 50 
BOT .. | Mr.C. Mitchell | 3 30 | Mr. W.G. Ridewood| 3 00) No lectures 
MED. RISPRUDENCE Dr. Schorstein | 4 Dr. Luff 14 00| Dr.Wethered | 5 ... 
TOXICOLOGY ..| Dr. F.J3.Smith | 4 40] Dr. Luff }2 20) Dr. Plimpton | 2 20 
PRACTICAL CHEMIST RY... ‘ Mr. Page 5 50 Dr. A. P. Laurie 00)! Dr. Plimpton 5 50 
4 ORGANIC CHEMISTRY ... Mr. Candy 5 50 Dr. A. P. Laurie 20 oon 4 40 con 
¥ BIOLOGY Mr. Mitehell Mr. W.G. Ridewood 3 00, Dr. Voelcker§ 60 ] 
PATHOL, HISTOLOGY __... (and Bacteriology): 3 30) (Tropical Dis.: Dr.| 2 20 Dr. Voelcker (3 30 
Ir. Hadley J. Anderson) 
PATHOLOGY MORBID | Dr. Percy Kida, Dr. Maguire 220) Dr. Voelcker | 5 50 I 
ANATOMY. Mr. Eve Mr. Plimmer | | § 
OPERATIVE SURGERY Mr. Dean 5 50 Pepper Mr. PearceGould 5 50 ane 
PRACTICAL PHYSIOLOGY Dr.L Hilland 4 40| . Waller 
Mr. Hutchison | (Fub Health: DrLuff); } 
HISTOLOGY AND THE (& in Winter) Dr. Waller Dr. Young c 
MICROSCOPE. | 
OPHTHAL MIC. _SURGERY.. Mr. Eve Mr. Juler Mr. Lang 
AN ESTHETIC : Drs. Hewitt Mr. Davis 220| ... || Mr.G.E.Norton/1 10] .. 
& Probyn Williams 
AURAL SURGERY... ... ... Dr. Woakes 220 Mr. Field 3.00; Mr. Stephen Paget... 
DENTAL SU RGERY Mr. Cunningham & 2 20 Mr. Morton Smale 00° ... Mr.Storer Bennett... 
Mr. Dolamore fin Winter) | 
DISEASES OF THE SKIN...| Dr.S. Mackenzie... Mr. Morris 3 00/| .. Dr. Pringle 
PSYCHOL. MEDICINE .. Dr. Kennedy Hill one Dr. Hyslop 00 Dr. Mickle 20 
DISEASES OF THE THROAT) Mr. Mark Hovell 2°20 Dr. Spicer 300 oe Mr. Stephen Paget} _ ... 
PRACT. PHARM. & DISPENS. Mr. Robertson Mr. Andrews Mr. Fardon 330 eco 
Bacteriology: |2 20 (Pub. Health: | 
Fee for all the Lectures re- Mr.H.G.Plimmer.} cr £18 Dr. Pasteur) 
quired by the Colleges & Hall, 120 guineas; or 130 guineas, by | Perpetual studentship or or 
and Hospital Medical & Sur- [ 3 7 by instalments; Ist year, £46; 2nd year, 120 by. 3 
gical Practice “£40 ; 3rd year, £30; 4th year, £28. 
. * London Hosp.: Pub. Health end Hugiene, Dr. Hadley, Mr. Page, and Dr. Schorstein; Summer and Winter. Fee for the® jwhole 
: course for D.P.H., including material and attendance under a ale officer of health, £21. Medical Tutor, Dr. Head; Surg 
. Tutor, . a A ge duction of £15 15s. will be allowed from the Perpetual ah if raid in full, or £5 5s. from each instalment to 
ia the sons of medical men: Instructors in Elementary Clinical Medicine, Dr. Dawson and Dr 
t St. Mary's Hosp.: Med. Tutors, Drs. Caley and Obst. do., Dr. W. J. Gow; Surgical do., our. H.S. Collier—throughout year thrice weekl 
: bi ] Middlesex Hospital: Medical Tutor, Dr. W ynter; Surgical Tutor, Mr. J. Murray. § In Winter. 
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TABULAR LIST OF THE CLASSES, LECTURERS, AND FEES AT THE LONDON HOSPITALS AND 


LECTURES, &c. 


| ST. THOMAS’S HOSPITAL. 


| 
LECTURERS, | Ons 
| Course. petual. 


_ MEDICAL SCHOOLS, FOR THE SESSION 1897-98—(CONTINUED). 


UNIV BRSITY COLLEGE AND WESTMINSTER HOSPITAL. 


Fuss. 
LECTURERS. 


LECTURERS, 


| First. Subsqt. 
Course. petual. 


Course. Course. 


WINTER SESSION. 
PHYSIOLOGY 


HIS 
PHYS. INSTRATIONS 


ANATOMY, DESCRIPTIVE AND | Mr. Anderson 


SURGICAL 


ANATOM. DEMONSTRATIONS.. 


PATHOLOGICAL ANATOMY 


MEDICINE ... ove 


SURGICAL PATHOLOGY ... 
NATURAL PHILOSOPHY ... 


HOSPITAL PRACTICE: 


PHYSICIANS... 00 


ASSISTANT PHYSICIANS .. 


ASSISTANT SURGEONS ... 


CLINICAL MEDICINE... ... 
CLINICAL SURGERY ... ... 


CLINICAL MIDWIFERY, 


SUMMER SESSION. 


MATERIA 

ooo 
OT 

MEDICAL JURISPRUDENCE :. 


PRACTICAL 
STATE 


| 

ASE 

HYGIENE AND PUB. | Dr. Seaton 


CLINICAL MEDICINE... 
COMPARATIVE ANATOMY 


PATHOL. & MORBID. | Mr. 


BACTERIOLOGY 
OPHTHALMIC SURGERY .. 
DENTAL SURGERY 
PRACTICAL SURGERY 


PRACTICAL MEDICINE 

ELEMENTARY BIOLOGY ... 
PRACTICAL OBSTETRICS ... 
OPERATIVE SURGERY __... 


PRACTICAL PHARMACY ... 


FEE for Lectures & Hospital Practice - 


Lawford 


2 
8 
3 
6 
| Dr, Mackenzie 3 30)... 
6 
8 
\3 


s. 8. d. 


. | Dr. Brodie 10100 
Dr. Brodie {10100 
| Dr. Brodie | ... | 
10 10 0 


Mr. Makins | 
Anderson 12mths., 
& Makins, 10 100 

| Messrs. Parsons, | 
Robinson, * | 
| Stabb, & Fisher | 
| Dr. Hawkins 8 

\(Practical Course) 
Mr. Dunstan | 7 
ove | Dr. Payne 17 70 

| & Dr. Sharkey | 
Mr. Clutton& | 7 

| Mr. Pitts | 
Mr. Shattock ose 
Mr.Le Sueur | 5 50)! 


Tate (Obst.) 
Mr. MacKellar, 


Drs. Payne, nie 73 100 

| Sharkey & 00 

4 | Acland, | | 
| Cullingworth 26 
(Obst.), ly 
(Throat) \36.15'0 | 
| Drs. Haw kins, | 
Mackenzie, & 

4 Turney, 
| 
| 


Mr. Clutton, } 
Mr. Anderson, } 
| & Mr. Pitts | 
4| Mr. Lawford | 
Mr. Fisher | 

| 
| 


(Ophthal.) 


{ } 
{| Messrs. Makins, 
| Battle, Ballance 
| (Aural), & 
| Robinson | 
| The Physicians |... 
| ‘The Surgeons oe 
in rotation 
\SirW. MacCormac 
| (Special Course) | 
| (Vae.: Dr. Cory} 
LObstet. Demons. : 
Dr Tate] 


|_ Dr. Mackenzie | 5 
.. Dr. Cullingworth 6 
. |Mr. A.W. Bennett) 3 
Dr. Cory 5 
& Dr. Turney | 
Mr. Dunstan 6 
Dr. E. Seaton 
Dr. Rayner 2 


"| 


50 
60 
50 ove 
60 
30 
30 


| The Physicians |... 


| Mr. Parsons 
| (with Zoology) 
Shattoc 
Mr. Shattock 


.| _ Mr. Truman 
| Mr. MacKellar, 
Mr. Ballance 


Dr. Turney 
§Mr. Parsons 
Dr. Tate 


| Mr. Ballance | 


| Mr. White 30 eee 

‘4 £150; or by two instalments, 
£85 and £7210s.; or by four instal-| 

ments, £65, £50, £30, and £12 10s. 


| 


| 
|. | Prof.J.R. Bredtord| 


Profs. 
| Weldont & Olivert| 4 40 


Profs. C. Heath, 


8. 
Mr.Spencer 6 69 2 20 


Mr. Spencer | 3 30 vas 
Histol.: Dr. Gossage) 6 60 2 20 


Mr. Black 30 
Mr. Blackand §5 50 3 30 


Dr. Marett Tims | 
(Morbid Histology 


*Professor 
E. A. Schiifer 
“Prof. Schiifer and 
Mr. B. Moore & 7 gs. 


Prof. Thane 10 10 0 12 120 | 
Dr. P. Flemming | 8 8 0 


and Mr. White 
Dr. W. J. Mickle | 2 20) 


(Mental Phys.) | | Dr. Hebb)}* 40 220 
Prof. S. Martin 3 30) Dr. Hebb 
(Pract. Path.) | | 
Prof. Ramsay 7 70 .. || Dr Wilson Hake |6 60 2 20 
Prof. F.T. Roberts 9 9011110 | Dr. Donkin | 6 60 
| | Dr, de Hall 
Prof. Barker 770;8 80) Mr. Stonham 0 
(Chem. Physics: | 1116} Physics: oon 
Prof, Ramsay) | | | Mr. Somerville} | 
Drs. Ringer, 12mths.\36150 | Drs. Allchin, $3mths. 
00 


Donkin, Havilland | 5 50} 
Hall, Potter (Obst.),) 16 mths. 
& Fox (Skin) 8 80 


Bastian, Roberts, 21 
Poore, Barlow, | 
Bradford, 
Spencer (Obst.), 
& Crocker (Skin) 
Drs. Blacker ose 
(Obat.), 
and Martin 


| [Neur. & Alienism: 
Dr. Mercier, } 
\| Dr. Murrell | eee 
Dr. Hebb, Dr. Wills, | 
Dr. Gossage 
Dr. Pollock (Ubst.) | 


Mr. Macnamara | 3mthe. 


A. E. Barker, | Mr. Bond 15 50 


Kh. J. Godlee, Mr. Stonham | wry 
J. Tweedy, and Messrs. Giassington| 8 8 0 
V. Horsley & Gardner (Dent.) | 
Mr. Bilton Pollard) er ( Throat) 
Mr. Spokes | | r. Hartridge 
(Dent.) (Ophth. Prac.) 
Org. Chemistry : r. Tubby 
*Prof. Ramsay | 3 30 | (Orthopedic) 
} (Aural: Mr.deSanti] 
Mr. R. Johnson |... «+ || Messrs. Cooke, 
Dr. P. Flemming, | Spencer, Tubby, 
(Ophthal) | | _and de Santi 
The Physicians |... The Physicians oe 
The Surgeons ove 
or surg. 
| | «& Bandaging: 
| Mr. Tubby}§ 
Prof.H.R.Spencer|... 


Dr. Potter | oe 

and Dr. Blacker | | (Path. Dem: Dr. 

(Bacteriol., Dr. 
Curtis) 14 40) 


Hebb, weekly]§ 


| 
| | 
Dr. Murrell — | 


6 60/7 70) 
Prof. Spencer 6 60/7 70 Dr. Potter 440/110 
Prof. Oliver 4 40 eee 
Prof.G.V.Poore 5 50/6 60 |MrBond, DrPollock,| 3 10 
| Dr. Dupré (Toz.) 
Dr. Ramsay 5 50 Dr. Wilson Hake 4 40/2 20 
Dr. Mickle 110 | _ Dr. Mercier || 220 
Prof. Corfield 3 30 | Dr. M. Copeman |1 10 
Dr. Kenwood | 
As in Winter Asin Winter ens 
tProf. Weldon 6 60! || Dr. Marett Tims§ 2 20> 
Prof. S. Martin | 6 Dr. Hebb 20 
Prof. S. Martin | 4 40) Dr. Bloxall 


tProf. J. | 220| .. | .tMr. Hartridge | 
+Mr. Spokes i Mr. Glassington 

| *MrBilton Pollard 6 | eee Mr. Stonham, 
Mr. Johnson Mr. Tubby | 

Dr. Wills | 


| Dr. Marett Tims§ 4 40 
| Dr. Rivers Pollock | 


| *Mr.Pollardand 5 | Mr. Stonhams 4 40,220 
Mr. R. Johnson | } } ooo | 
Mr Elborne 30); ... Mr. Tanner$ 220) 


55 guineas each ; or six instalments 


141 by instalments, | 


100 guineas ; or two instalments of 
£68 5s., £52 10s., and £26 5s. 


*In Summer. In Winter. 


] Free to students of the hospital. 


§ Winter and Summer. 


Lectures, Winter ; Demonsizations, 


sss 
| 
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| 
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TABULAR LIST OF THE CLASSES, LECTURERS, AND 
FEES AT THE LONDON HOSPITALS MEDICAL 
SCHOOLS FOR THE SESSION 1897-8 
D). 


SCHOOL OF MEDICINE 
OR WOMEN AND 


| ROYAL FREE HOSPITAL. 
A 
LECTURES, &c. £ | 
LECTURERS. One | Un- 


course. | limited. 
| 


WINTER SESSION. 


PHYSIOLOGY... ... Dr. Halliburton |11 110 


ANATOMY, DESCRIPTIVE 
| Mr. Boyd 8 80) 
AND SURGICAL... 
ANATOMICAL  DEMON- 8 80 
STRATIONS.... ... ... Miss Appel | 
Miss Boole 80 
Mrs. Garrett 8 80. 
MEDICINE nett Anderson 
Dr. Donkin 
... cco Mr. A. B. Barrow | 8 80 
PRACTICAL SURGERY Mr. Roughton 116 | 


HOSPITAL PRACTICE: 


Dr. West 
| Dr. Sainsbury 
} Dr. Hayes 


| 

Dr. Carr 
| 

} 

| 


or 


instal- 
> ments 


of 


ASSISTANT PHYSICIANS ... Dr. Crawfurd 
Dr. Fawcett 


| 
| Mr. Barrow 
| 


Mr. Berry 
Mr. Mackinlay 
Mr. Battle 


Mr. Roughton 
Mr. Evans 


The Physicians 
and Assistant 
Physicians of the 
Royal Free Hos- 

ital 


Three 


ASSISTANT SURGEONS... ...5 


CLINICAL MEDICINE 


ve Surgeons and 
Assistant Sur- 


\ 
BONS ose a 
| 
| 
{ 
‘| 


CLINICAL SURGERY... eons of the 
| yal Free Hos- 
pital | 
CLINICAL MIDWIFERY ... | 
SUMMER SESSION, | 
MATERIA MEDICA AND | 
THER. APEUTIOS Dr. Sainsbury | 5 50! 
MIDWIFERY, . Mrs. Scharlieb | 8 8 0 
BOTANY 
BIOLOGY Macdonald 50 
5 50 


| 
MEDICAL ‘“JURISPRU- ‘| Dupre, Mrs. 

DENCE .. Dowson 

| 


DISEASES OF WOME N Mrs. Scharlieb 


PRACTICAL Miss Boole | 7 70 
PRACTICAL PHYSIOLOGY Dr. Halliburton | 7 70 
PRACTICAL BIOLOGY Mrs. Macdonald ° | 
PATHOLOGY AND MORBID | | 

ANATOMY we | Bileock |5 
BACTERIOL OGY wwe Mr. 2 
OPERATIVE SURGERY ... Mr. Boyd 5 50 
MORBID HISTOLOGY | Dr. Halliburton a 
2 Mr. Mackinlay | 2 20 
OPHTHALMIC SURGERY Mr. Dodd | 
AL MEDI- 

| Dr. Mercier 2 20 

DE NTAL SU RGBRY 
AURAL SURGERY _... ... Mr. Roughton 


DEMONSTRATIONS OF 
CUTANEOUS DISBKASES | 
PRACTICAL PH ARM ACY |. | Mrs. Clarke Keer | 1 10 


FeEs for School and Hospital | #139, or_ in four instalments: 1st 


Medical and Surgical Practice. Fear, £50; year srd 


Mr. Todd ove 
| eee 
| 


Mr. Evans 


annie with board and lodging in the college free of 
expense. The house surgeons, of whom there are four, hold 
office for six months each, and are provided with board and 
lodging in the college free of expense. The Surgical 
Casualty Department is in charge of two assistant house 
surgeons. The surgeons’ dressers are selected from those 
students who have completed their third winter session, and 
have been most diligent in the junior appointments. They 
hold office for three or six months. Six are attached 
to each surgeon, and during their weeks of s ye duty 
they are provided with board and lodging in 


free of expense. The obstetric residents, two in number, 
are provided with board and lodging in the college free of 


e. 
igher E. tions.—Classes are held throughout the 
year for the Preliminary Scientific Examination of the 
University of London ; and special courses of instruction in 
anatomy and physiology are provided for students preparing 
for the Primary Fellowship examination and the inter- 
mediate M.B. examinations of Oxford, Cambridge and 
London. Two courses of Laboratory instruction for candi- 
dates for a Diploma in Public Health are given annually. 

The College.—The College stands upon a site fronting the 
east gate of the hospital, and is connected with it by a 
subway. The building serves as a Residential College for 
Students, ard at the same time provides accommodation for 
the Students’ Ciub. ‘The Clubs’ Union ground is Jess than 
twenty-five minutes’ journey from the Hospital. The new 
school buildings are now open. 


Kiyq@’s CoLLEGE.—Resident medical officers have rooms 
at the hospital and commons free; they are selected by 
examination and hold their appointment for six months. 
There are two physician’s assistants, two physician accou- 
cheur assistants, and three house surgeons. Sambrooke regis- 
trarships, value £50 per annum, are tenable for two years. 
Clinical assistants senior and junior of the special depart- 
ments—ophthalmic, ear, and throat. Senior dressers and 
dressers, clinical clerks, assistant demonstrators of anatomy 
and physiology, and prosectors are re-elected by examination, 
and in consideration of their former work in the medical 
school as matriculated students. Classes for the science 
subjects required by the University of London are held by 
the Professors of the Science Faculty of King's College, and 
students avail themselves of their laboratories. 

Laboratories.—Bacteriology, State Medicine, Pathology, 
and Neuropathology have special Jaboratories. 

Resident Chambers.—There are chambers at King’s College 
available for a limited number of students; rent, including 
dinner during terms, £50 to £60 a year. 

Athletic Club.—All students are entitled to the privileges 
of the Athletic Club, which manages a large recreation 
ground of the College at Wormwood Scrubbs. 


LonpboN HOosPITAL AND COLLEGE.—The hospital, which 
is the largest in Great Britain, contains nearly 800 beds. 
Last vear the number of in-patients was 11,337, out-patients 
158, 002, and the number of accidents 14,625. 

Special classes are held throughout the year for the 
Preliminary Scientific and Intermediate M.B. Examinations 
of the University of London and for the Primary and Pass 
Examinations for the Fellowship of the Royal College of 
Surgeons. Special entries can also be made for Medical and 
Surgical Practice, the Operative Surgery classes, &c. 

Instruction is given throughout the year in all the details 
required for the Diploma in Pablic Health. 

In addition to the regular courses of lectures there will be 
given during the summer session a course of lectures on 
Clinical Surgery by Mr. Jonathan Hutchinson, F.R.S., 
Emeritus Professor of Clinical Surgery. 


St. Mary’s HospirAL.—There are three house phy- 
sicians and three house surgeons, each appointed for six 
months, and two obstetric officers, each appointed for six 
months. They board free of expense in the hospital, except 
that the obstetric officer resides outside the hospital for the 
first three months. These appointments are awarded after 
competition, without additional fee. Two demonstrators 
of anatomy are appointed annually, with a salary of £70 
each; and a demonstrator of physiology, at £100 a year. 
All these officers are eligible for re-election. Two prosectors 
of anatomy, two or more assistant demonstrators of anatomy, 
physiology, chemistry, biology and pathology are appointed 
annually, and receive an honorarium of £5 each. All 
students are required to perform the duties of clinical 
clerk and dresser during the last two years of their 
curriculum. Students of the third year and of sub- 
sequent years are also appointed as clerks and dressers 
to assist the physicians and surgeons in charge of the out- 
patients. The hospital contains 281 beds. Two wards 
are appropriated to the Diseases of Children, and one 
to those of Women; beds are also provided for Ophthal- 
mic, Aural, and Cataneous cases. There is an out-patient 


deps tment for Diseases of Children. Special assistance is 
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given to intending candidates for the final examina- 
tions of the Medical, Surgica!, and Obstetric tators. 

Clarence Memorial Wing.—The foundation-stone of this 
important addition to the hospital was laid by H.R.H. the 
Prince of Wales and the new out-patient department in it 
will be completed and opened in October of this year. At 
the same time the out-patients’ rooms will be given up to the 
school to make additional class-rooms, with a new museum 
and laboratories. The new wing will present features of the 
greatest interest in the bearing it must necessarily have 
upon the fature efficiency of the Medical School. The 
Lying-in Wards wi!l be more especially noteworthy as the 
first-established within a metropolitan general hospital. 
The prospectus may be kad on application to Mr. F. H. 
Madden, the School Secretary, to Mr. G. P. Field, the Dean, 
or Dr. A. P. Luff, the Sub-Dean. 

A residence for students, 33 and 35, Westbourne-terrace, 
W., in connexion with the hospital, is under the charge of a 
warden, Mr. H. 8. Collier, F.R.C.S., who is prepared to 
receive applications from students desiring to enter upon 
residence during the ensuing session. Terms: £75 for the 
academical year. 

Qualified medical men are admitted to unlimited attendance 
on hospital practice at a fee of £15 15s. 

MIDDLESEX HospiTaL.—The hospital contains 320 beds. 
There is a special department for patients suffering from 
cancer, consisting of four wards, containing thirty-four 
beds ; here cancer patients are received and attended for a 
period limited only by the duration of their disease. 

Hospital Appointments.—Clinical Clerkships and Dresser- 
ships in all departments are allotted to students without any 
extra fee. LKighteen Resident Appointments are annually 
filled from the pupils of the hospital, each appointment 
extending over six months. 

The Curriculum is designed to meet the requirements of 
the Royal Colleges of Physicians and Surgeons and of the 
Universities of London, Cambridge, &c. Special Classes are 
heid to prepare students for the Preliminary Scientific 
M.B. (Lond.) Examination and for the Primary Examination 
for the diploma of F.R C.8. Eng. 

The new school buildings now in progress will provide a 
much larger dissecting-room, a room for operative surgery, 
a complete physiological department, spacious pathological 
and bacteriological laboratories, and extended facilities for 
the teaching of Chemistry, Physics, Biology, &c. 

A_ Residential College to accommodate about thirty 
students adjoins the hospital. The charge for residence is 
£10 10s. and £8 8s. per term, according to the position of 
the room. Breakfast, luncheon, and dinner are supplied in 
the College Hall at a very moderate charge. 

Fees.—The Composition Fee for the entire curriculum is 
120 guineas, or 130 guineas if paid in three instalments. 
The fee for the Dental Carriculum is 54 guineas, or 
60 guineas if paid in two instalments. Students from the 
Universities and students who have passed the London 
Preliminary Scientific M.B. Examination are received on 
special terms. 


Sr. THomAs’s HospITaAL.—The composition fee to Hospital] 
Practice and Lectures may be paid in the following ways :— 
1. £150 on entrance in onesum. 2. £157 10s. in instalments : 
(a) by two payments, £85 on entrance and £72 10s. at the 
beginning of the second year ; () by three payments, £75 at 
the beginning of the first year, £50 at the beginning of the 
second year, and £32 10s. at the beginning of the third 
year ; and (c) by four payments, £65 at the beginning of the 
first year, £50 at the beginning of the second year, £30 at 
the beginning of the third year, and £12 10s. at the begin- 
ning of the fourth year. Gentlemen entering at St. Thomas’s 
for Lectures and Hospital Practice of the second and subse- 
quent years pay £130 on entrance, or three instalments 
of £52 10s., £42, and £42. Students entering for Lectures 
and Hospital Practice of third and subsequent years pay a 
composition fee of £80, or £52 10s. on entrance and £31 10s. 
one year subsequently. The fee for attendance on the 
os subjects required of students in Dental Surgery is 
or the two years £65, or, by instalments, £55 for the first 
year and £15 for the second year. If certificates for Dental 
Practice are also required the special fee for that subject 
has to be paid. Qualified practitioners are admitted on 
payment of a fee of 15 guineas. 


UNIVERSITY COLLEGE, LONDON. — Composition fees. — 
1. For the entire medical education required by the Exa- 


mining Board in England and the Society of Apothecaries, 
135 guineas, if paid in one sum at the commencement of the 
course; 140 guineas if paid by instalments, as follows— 
first year, 65 guineas ; second year, 50 guineas ; third year, 
25 guineas. 2. For those students who do not require to 
attend Chemistry, Pharmacy, and Elementary Biology at a 
medical school (under the regulations of the Examining 
Board in England) the fee will be—117 guineas, if paid in 
one sum; 122 guineas, if paid by instalments, as follows— 
first year, 55 guineas ; second year, 40 guineas; third year, 
27 guineas. 3. For the whole course of instruction for the 
Intermediate Examination in Medicine of the University of 
London, 55 guineas (paid in one sum). 4. For the course 
of instruction for the Final M.B. Examination of the 
University of London, 76 guineas, if paid in one sum ; 
78 guineas, if paid by instalments, as follows—first year, 
45 guineas ; second year, 33 guineas. 5. Composition fee 
for Dental Students, 65 guineas. 6. Composition fee for 
the whole course of instruction for the Preliminary Scien- 
tific (M.B.) Examination of the University of London, 
35 guineas. 

Eight house physicians, six house surgeons, four senior and 
eight junior obstetric assistants are selected annually by 
examination from among the senior students. The house 
physicians and house surgeons reside in the hospital fora 
period of six months, and the senior obstetric assistants for 
three months, receiving free board and lodging. 

Several professors and other gentlemen connected with 
the College receive students to reside with them; and in 
the office of the College there is kept a register of persons 
unconnected with the College who receive boarders into 
their families ; among these are several medical gentlemen 
and clergymen. 


WESTMINSTER HosPiTaAL.—The hospital contains up- 
wards of 200 beds. There are separate departments for 
Diseases of the Eye, Ear, Skin, Teeth, and Throat, for 
Orthopedics, and for Diseases of Women, and a special 
ward for Children. The Anatomical Museum is open to the 
students. There are also Pathological and Materia Medica 
Museums. 

A curator of the museum and a pathologist, with salaries 
|}of £40 and £50 respectively, and a medical and surgical 
registrar, each with a salary of £40, are appointed annually. 
Two house physicians, two house surgeons, and a resident 
obstetric assistant are appointed for six months after exami- 
nation, and are provided with rooms and commons; also 
two assistant house surgeons with commons only. Clinical 
assistants to the assistant physicians and assistant surgeons, 
and to the officers in charge of special departments, are 
appointed from among qualified students of the hospital. 

Preliminary Scientific.—Special classes are held in the 
subjects of this examination—Chemistry, Dr. Hake ; Physics, 
Mr. Somerville; Biology, Dr. Tims. The extra fee to a 
general student is 12 guineas. 

Intermediate M.B.—Advanced Physiology and Histology, 
Dr. Gossage ; Advanced Anatomy, Dr. Tims and Mr. Tubby ; 
Organic Chemistry, Dr. Hake ; Materia Medica, Dr. Murrell. 

D.P.H.—The course of Laboratory Instruction may now 
be taken. Physics, Mr. Somerville; Chemistry, Dr. Hake; 
Bacteriology, Dr. Blaxall. Fee 12 guineas. 

Bacteriology.—A course in General Bacteriology is given 
by Dr. Blaxall. Fee £5 5s. 


Loypon SCHOOL OF MEDICINE FOR WOMEN, 30, Handel- 
street, Brunswick-square, W.C.—The winter session of this 
School, which is in connexion with the Royal Free Hos- 
pital, Gray’s-inn-road, will on Oct. Ist, 1897, 
and will end on March 3lst, 1898. The summer 
session will begin on May 2nd, and will end on July 
30th, 1898. No student will be admitted to the study of 
Medicine who has not completed her eighteenth year. The 
— of students rests exclusively with the Executive 

mn 

In addition to the list of Scholarships tabulated in another 
column three Evans Prizes of £3 3s., £2 2s., and £1 1s. 
are given in the Midwifery Class to enable students to 
take operative midwifery. There is also a small fund 
from which assistance can occasionally be given to students 
and to graduates who specially require pecuniary help to 
obtain additional experience in operative midwifery, kc. The 
Evans Prize for Operative Midwifery, value £5 5s., will be 
offered at the end of the winter session, 1898. Two 


Singleton prizes are offered to students of the School who 
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have held posts at the New Hospital for Women. Honoraria 
from the Boyce Memorial Fand are given to the senior 
assistant anwsthetist at the Royal Free Hospital. Prizes 
and Certificates of Honour are awarded in each class at the 
end of the session. Secretary, fresh appointment shortly. 


METROPOLITAN ANCILLARY SCHOOLS AND 
HOSPITALS AFFORDING FACILITIES FOR 
CLINICAL OBSERVATION. 


BeTHLEM — This hospital is open for the 
admission of two Resident Clinical Assistants who have 
recently obtained their diplomas to practise Medicine and 
Surgery. They will be permitted to reside in the hospital 
for a term generally not exceeding six months, and will be 
provided with such apartments, rations, and attendance as 
the Committee sball consider reasonable. They will be 
under the direction of the Resident Physician, and will be 
elected by the Committee from candidates whose testimonials 
appear to be most satisfactory. The students of certain 
specified London Medical Schools receive Clinical Instruction 
in the wards of the hospital, and qualified practitioners may 
attend for a period of three months on payment of a fee. 
Lectures are also given in connexion with the London Post- 
graduate Course. 

HOSPITAL FOR CONSUMPTION AND DISEASES OF THE 
CueEst, Brompton.—Four House Physicians reside in the 
hospital for a period of six months. Pupils are admitted to 
the practice of the hospital: terms, £1 1s. for one month ; 
six months, £5 5s.; perpetual, £5 5s. Lectures and 
Clinical Demonstrations are given throughout the year by 
members of the medical staff. The next: courre will 
commence in October. Clinical Assistants are appointed to 
the Assistant Physician in the out-patient department and 
Clinical Clerks to the Physician in the wards. The hospital 
has been recognised by the Conjoint Board for England as a 
place where six months of the fifth year may be spent in clinical 
work. The medical practice of the hospital is also recognised 
by the University of London, the Apothecaries’ Society, 
and the Army and Navy and Indian Medical Boards. ‘Toe 
hospital contains 321 beds in the two buildings. 

City oF LONDON HOSPITAL FOR DISEASES OF THE CHEST, 
Victoria-park. — Daring the past year 938 in-patients have 
been admitted, and the large number of 30,532 cases have 
been treated since the opening of the wards in 1855. The 
number of out-patients treated during 1896 was 17,451 and 
569,329 since the commencement of the institution in 1848. 
Information as to medical instraction can be obtained on 
application to the Secretary of the Clinical Sab-committee 
at the hospital. Consulting Physician: Dr. E. L. Birkett. 
Consulting Surgeon: ‘The Rt. Hon. Lord Lister, P.R.S. 
Physicians: Drs. J. C. Thorowgood, Eastace Smith, 
G. A. Heron, Vincent D. Harris, E. Clifford Beale, and Har- 
rington Sainsbury. Surgeon: Mr. J. F. C. H. Macready, 
F.RC.S Assistant Physicians: Dr. T. Glover Lyon, Sir 
Hagh R. Beevor, Bart., and Drs. W. J. Hadley, E. H. 
Colbeck, Arnold Chaplin, and Hugh Walsham. 

CENTRAL LONDON THROAT AND EAR HospPITA., Gray’s- 
inn-road.—The hospital contains accommodation for seven- 
teen in-patients, and has a very extensive out-patient depart- 
ment, which is open to all medical practitioners and students 
for the purpose of clinical demonstration and instruction 
during the hours of the surgeons’ visits. During the past 
year 7200 out-patients and 301 in-patients were treated. Fee 
for three months’ attendance, 3 guineas ; for six months, 5 
guineas. A course of lectures on the special diseases treated 
at this hospital is delivered during the winter months by 
members of the staff. As an evidence of the interest 
excited by these lectures, it may be mentioned that last 
year there were over a thousand attendances at the series 
with an average of eighty at each lecture. The date of these 
lectures is announced in the medical journals prior to their 
commencement. They are free to qualified practitioners and 
advanced students of medicine. Considerable attention is 
given to scientific work, particularly with regard to 
Bacteriology of the ear and respiratory passages, for which 
a special department has been inaugurated. Consulting 
Sargeon: Mr. Thomas Nunn. Sargeons: Mr. Levnox 
Browne, Dr. Arthur Orwin, Dr. Dundas Grant, and Mr. Percy 
Jakins. Assistant Sargeons: Mr. Wyatt Wingrave and Dr. 
Holloway. Bacteriologist: Mr. St. George Reid. Dental 
Surgeon: Mr. George Wallis Defects of Speech: Mr. 


ments are open to qualified members of the profession :— 
Three Assistant Registrars and Anzsthetists, tenable for 
twelve months ; and twelve Clinical Assistants, tenable for 
six months. Secretary: Mr. Richard Kershaw. 

HosPITAL FOR WomMEN, Soho-square, W.—In connexion 
with this institution there has been for some years a well- 
organised Clinical Department. This has been enlarged 
under the title of the London School of Gynzcology. 
To meet the want increasingly felt by medical men of an 
accurate knowledge of the ordinary diseases of women 
gentlemen are appointed every three months to act as 
clinical assistants to the physicians and surgeons seeing 
out- and in-door patients. The appointments are nominally 
‘open to qualified medical men and to students of medicine 
after their fourth year,’’ but in the selection of candidates 
preference is naturally given to gentlemen already engaged 
in practice. The large number of out-patients affords 
exceptional opportunities for practical instruction in the use 
of gynecological instraments and for the study of diseases 
peculiar to women. Clinical instruction is also given 
in the theatre and the wards. Fee for the three months’ 
course, £8 8s. Any further information can be obtained 
by letter addressed to the Dean at the hospital. 

RoyAL HosPiTaAL FOR DISEASES OF THE CHEST, City- 
road. (Established 1814.)— This hospital has been 
enlarged by the addition of a very complete out-patients’ 
department, and also by the erection of a new wing, which 
provides accommodation for 80 in-patients. Expenditure 
for 1896, £7459 ; income (including legacies, £2803), £10,108. 
The attendance of out-patients averages 24 000 annually. 

RoyAL EAR HospitTat Soho. (Founded 1816.)—Courses 
of six weeks’ duration in Diseases of the Ear and Nose are 
given by the members of the staff throughout the teaching 
year. Students can attend one or more surgeons, the fee 
for each surgeon's course being one guinea. The teaching is 
of a practical character, and the number of students is 
limited. The next series of classes will commence on Oct. Ist. 
Fo es address the Hon. Sec. of the Medical 
Board. 

GREAT NORTHERN CENTRAL HospiTAt, Holloway-road, N. 
—Consulting Surgeon : Mr. W. Adams. Physicians : Drs. R. 
Barnet, E. C. Beale, C. E. Beevor. H. W. Syers, James 
Galloway, and A. Morison. Obstetric Physicians: Dr. L. 
Remfry and Dr. Blacker. Surgeons: Messrs. J. Mac- 
ready. C B. Lockwood, H. Allingham, P. T. B. Beale, 
and G. B. M. White. Ophthalmic Surgeon: A. 8. Morton. 
Throat Aural Sargeon: Mr. W. R. H. Stewart Skin 
Department: Dr. Cook. Dental Surgeon: Mr. P. Traer 
Harris. This hospital is now recognised by the eee | 
Board in England by the Royal Colleges of Physicians 
Surgeons as a place of study durirg the fifth year of the 
Medical Carriculum. The hospital contains 155 beds, of 
which 100 are at present occupied. The large rectangular 
and circular wards, each of which contains 20 beds, the 
operation theatre, out-patient, general and special, and the 
pathological departments, have all been erected since 1887. 
They are specially designed with a view of offering the 
greatest facilities for clinical work, and contain all the most 
recent and approved hygienic and antiseptic requirements for 
the proper cara of the sick and for the treatment of disease. 
Medical practitioners are cordially invited to see the general 
and special practice of the hospital. Clinical assistants 
(qualified), clinical clerks, and pathological clerks are 
appointed in the general and special departments and may 
receive certificates at the end of their terms of cffice. Farther 
particulars from Peyton T. B. Beale, F.R.C.S., Hon. Secretary 
Medical Committee, 61, Grosvenor-street, W. 

New Hospital FoR WomMEN, 144, Euston-road, N.W.— 
Physicians for In-patients: Miss Cock, M.D., and Miss 
Walker, M.D. Surgeons for In-patients: Mrs. Scharlieb, 
M.D., M.S., and Mrs. Boyd, M.D. Physicians and Surgeons 
for Out-patients: Miss Webb, M.B., Miss Macdonald, M.B., 
and Miss Aldrich Blake, M.D.,M.8 Ophthalmic Surgeon: 
Miss Ellaby, MD. Assistant Physicians for Out-patients : 
Miss Chadburn, M.B., Mrs. Wilks, M.D., and Miss Caine, 
M.B. Physician for Maternity Department: Miss Harris, 
M.B. Anesthetist: Mrs. Keith, L.R.C.P. A considerable 
number of the students hold posts in the New Hospital under 
the visiting staff, and in return for much valued clinical 
teaching they do the work assigned to students in the wards 
of a general hospital. Secretary: Miss M. M. Bagster. 

LonpON TEMPERANCB Hospital, Hampstead-road, N.W. 
(Established 1873.)—Pbysicians : Dr. Wilde, Dr. J. J. Ridge, 


William Van Praagh. In addition the following appoint- 


and Dr. Fenwick. Sargeon: Dr. W. J. Collins, F.R.C.S. 
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Dental § m: Mr. A. Alexander. The hospital contains 
110 beds. The in-patients in 1896 were 1157, and the out- 
patients and casualties numbered 17,392 new cases. The 
medical and surgical practice of the hospital is open to 
students and practitioners. Special departments for Oph- 
thalmology and Gynecology. Operations: Mondays and 
Thursdays, 3.30 P.M. Classes will be held during the winter 
and summer sessions for students preparing for the final 
examinations at the Colleges and the Universities. Appoint- 
ments, vacancies for which are advertised in the medical 
journals: Registrar and Pathologist ; Resident Medical 
Officer and Assistant Resident Medical Officer. For par- 
ticulars as to hospital practice and classes apply at the 
hospital to Dr. W. J. Collins. 

NATIONAL HOSPITAL FOR THE PARALYSED AND EPILEPTIC 
(Albany Memorial), Qaeen-equare, Bloomsbury.—The bos- 
pital, with the Finchley branch, contains 200 beds and cots. 
The physicians attend every Monday, Tuesday, Wednesday, 
and Friday at 2PM. In- and out-patient practice and 
electrical-room treatment at that hour. Physiciavs: Drs. 
Ramskill, Hoghlings Jackson, Buzzard. Bastian, and Gowers. 
Physicians for Out-patients: Drs. D. Ferrier, Ormerod, 
Beevor, and Tooth. Assistant Physicians: Drs. James Taylor 
and W. 8. Colman. Surgeons: Messrs. Victor Horsley and 
C. A. Ballance. Ophthalmic Sargeons: Messrs. R. Brudenell 
Carter and Marcus Gunn. Aural Surgeon : Mr. A. E. Cumber- 
batch. Laryngologist: Dr. Felix Semon. Anesthetist : Dr. 
Dadley Buxton. Pathologist: J. Risien Russell. Registrar : 
A. J. Whiting. House Physicians : Drs. Stewart and Collier. 
The hospital bas been recognised by the conjoint Board for 
Eogland as a place where part of the fifth year may be 
devoted to clinical work. All communications concerning 
clinical appointments, lectures, and. hospital practice should 
be addressed to the Secretary and Director at the hospital. 

QUEEN CHARLOTTE'’S LYING-IN HOSPITAL AND MID- 
WIFERY TRAINING SCHOOL, Marylebone-road, N.W.—Con- 
sulting Physician: Dr. George B. Brodie. Consulting Sur- 
geons: Mr. H. Lee and Sir William MacCormac. Physicians 
to In-patients: Dr. W. C. Grigg and Dr. W. 8. A. Griffith. 
Physicians to Out-patients: Dr. W. Rivers Pollock and 
Dr. W. J. Gow. ‘This hospital, which has been recently 
enlarged, receives over 1100 patients annually, besides 
having a large out-patient department. Medical pupils are 
received at all times of the year. Pupils have unusual 
opportunities of seeing obstetric complications and operative 
midwifery, on account of the very large number of primi- 
parous cases — nearly three-fourths of the total admis- 
sions. Clinical instruction is given on the more im- 
portant cases which present themselves. Certificates of 
attendance at this hospital are recognised by all Universities, 
Colleges, and licensing bodies. Pupil midwives and monthly 
nurses are received and specially trained. Fees: Medical 
Students, £8 8s. for four weeks ; Qualified Medical Practi- 
tioners £8 8s. for four weeks. Pupil Midwives, £26 5s. for 
three months (including board and lodging) ; Pupil Nurses, 
£15 15s. for twelve weeks (including board and lodging). 
There is a residence for students and qualified practitioners 
within fifty yards of the hospital, with which it is in tele- 
phonic communication. ‘Terms for residence and partial 
board one guinea per week. For further particulars appli- 
—_e should be made to Mr. Arthur Watts, Secretary, at the 

ospital, 

SEAMEN S HospiTAL Society, Dreadnought Hospital, 
Greenwich, 8.E. (235 beds). Royal Victoria and Albert 
Dock Hospital, E. (18 beds). Dispensaries: East India 
Dock-road, E., and Gravesend.—This institution is estab- 
lished for the relief of seamen of all nations. Casualties 
are received at all hours. A ents are provided in the 
house of the Principal Medical Officer for students, 
and students are allowed to attend the general practice at 
either of the hospitals. Facilities are given for the study of 
Eastern diseases. Honorary Consulting Physicians: Dr. 
Robert Barnes and Sir Richard Qaain, Bart., F.R.C.P. 
Visiting Physicians: Dr. John Curnow and Dr. John 
Anderson, C.I.E. Visiting Physician to the Royal Victoria 
and Albert Dock Hospital: Dr. Patrick Manson. Honorary 
Consulting Sargeon: Mr. J. N. Davies-Colley. Visiting 
Surgeon: Mr. G. Robertson Turner. Visiting Sargeon to 
the Royal Vctoria and Albert Dock Hospital: Mr. W. 
‘Tarner. Principal Medical Officer: Mr. W. Johnson Smith. 
Ophthalmic Surgeon: Mr. D. 8. Gunn. House Physician : 
Mr. A. E. Griffin. House Surgeon: Mr. D. E. Darbyshire. 
Branch Hospital :—House Surgeons: Mr. D C. Rees and 
Mr. J. R. Piior. Gravesend Dispensary :—Surgeon: Mr. 
C.E. Robbs. Secretary: Mr. P. Michelli. 


THe HospPitaAL FOR Sick CHILDREN, Great Ormond- 
street, W.C., contains 186 beds, divided into 88 medical, 73 
surgical, and 25 for special and infectious caser, besides 52 
beds at the convalescent brarch, Highgate. Tne hospital 
having been recognised by the conjoint 1} ard for England as 
a place where, under the new curriculum, six months of the 
fifth year may be spent in clinical work. the practice is 
arranged to meet this need and is open to stucents who have 
completed four years of medical study and also to qualified 
medical men. Appointments are made every three months 
to six medical clerkships and six surgical clerkships, which 
are open to students of the hospital. [Lectures or demonstra- 
tions are given once or twice every week during both winter 
and summer sessions. The sessions are of ten weeks’ dura- 
tion, and begin in October, January, and March. Fees for 
hospital practice, three months, 2 guineas; perpetual, 
3 guineas. Prcspectuses and further information will be 
forwarded on application to the Secretary, Mr. Adrian Hope, 
at the hospital. 

RoyaL LonpON OPHTHALMIC HOSPITAL. Moorfields.— 
The hospital, founded in 1804 and considerably enlarged in 
1876, now contains 100 beds for patients, which were 
occupied during last year by 2006 persons. The out- 
patients are yearly 26000; attendances, 130 374 in 1896. 
Operations are performed daily from 10 am. to 1 P.M., 
and three surgeons attend on each day. Students are 
admitted to the practice. Fee for six months, £3 2s ; 
perpetual, £5 5s. Classes, demonstrations, and Jectures are 
agg | given, to which perpetual students are admitted 

ee. Students of the hospital are eligible for the office of 
house surgeons, or may be appointed clinical and junior 
assistants. The Secretary, Mr. Robert J. Newstead, will 
furnish further information, as may be desired. 

RoyAL WESTMINSTER OPHTHALMIC HOSPITAL, King 
William-street, West Strand —The bespital contains 35 
beds ; and the patients, who number 11,000 annually, are 
seen at 1 P.M., and operations performed daily at 2 P.M. 
The following are the days of attendance of the surgeons : 
Mr. Hartridge and Mr. Dodd, Mondays and Thursdays ; 
Mr. Frost and Mr. D. Gann, Tuesdays and Fridays; and 
Mr. Juler and Mr. Griffith, Wednesdays and Saturdays. 
The practice of the hospital is open to practitioners and 
students. Fees for six months, £3 3s. ; perpetua), £5 5s. 
Students of the hospital are eligible for the post of houge 
surgeon and clinical assistant. Special demonstrations and 
lectures will be given during the session, commencing in 
October ; for details see weekly journals. Clinical Arsis- 
tants (who must be duly qualified) to the Sargeons are 
appointed for periods of six months. Secretary: Mr. T. 
Beattie-Campbell. 

St. Jonn’s HosprrTAL FOR DISEASES oF THE SKIN, 
Leicester-square, W.C. — The out-patient prac'ice is open 
to the medical profession at the following times: Every day, 
except Friday, from 2 to 4 pM, and Thursday mornings 
from 10.30 to noon. Specially selected Clinical Demonstra- 
tions, also demonstrations on the different diseases pre- 
senting themselves in the out-patient department, followed 
by Lectures, will a'so be given. 

St. HospirAL FOR STONE AND URINARY 
Henrietta-street, Covent-garden. Established 
1860. New Hospital built, 1882 —Honorary Surgeons: Mr. 
F. R. Heycock, Mr. F. Swinford Edwards, Mr. E. Hurry 
Fenwick, and Mr. Reginald Harrison. Surgeon to the Out- 
patients, Mr. P. J. Freyer. Pathologist: Mr. E. Hurry 
Fenwick. The hospital contains 24 beds and 2 private 
wards. Consultations are held and operations are performed 
each Wednesday and Friday at2 P.M. Medical practitioners 
and students are invited to the clinical instructions which 
are given in the wards and out-patient department daily, and 
to the operations in the theatre on Wednesdays and Fridays 
at 2P.M. Average beds occupied daily, 19; average out- 
patients seen daily, 100. 

BRITISH INSTITUTE OF PREVENTIVE MEDICINE (with 
which is ama!gamated the CoLLeGe or STATE MEDI- 
CINE).—Tbe winter session commences on Wct. lst and 
the summer session on May lst. The laboratories are open 
daily from ten to five o'clock for the purpose of instruction 
and original research work, which is under the supervision 
of Allan Macfadyen, M.D.. B Sc., assisted in the Bacterio- 
logical Department by K. T. Hewlett, M.D., M.R.C.P., and 
in the Chemical Department by Mr. A. G. R_ Foulerton, 
F.RC.S., D.P.H.Camb. Bacteriolegy in relation to Medi- 
cine and Pathology (fee £5 5s.). Bacteriolcgy in relation to 
Hygiene (£5 5s.). Biological Chemistry (fee £12 12s). 
Principles of Hygiene (fee, six months, £15 15s.; three 
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months, £10 10s.). Every facility is given for original | wards, and out-patient department. Courses of post- 


research, and there are departments for clinical investiga- | graduate lectures are given by 
tion, the bacteriology of fermentation, a water laboratory, at intervals, particulars of wh 
hical department. Honorary secre- medical journals. The hospital is recognised by the 
M.D., B.Sc., 101, Great Rassell- Conjoint Board of the Royal Colleges of Physicians 
and Surgeons as an institution where 6 months of 


and a photo-micrograp 
tary, Allan Macfadyen, 
street, W.C. 

East Lonpon HOSPITAL 


sicians: Dr. Eustace Smith, 


J. A. Coutts, and Dr. Dawson Williams. Surgeons: Mr. R. 
W. Parker and Mr. L. A. Dann. Assistant Physicians : 
Dr. T. H. Arnold Chaplin, Dr. J. A. Hayward, Dr. Morley 


the staff on Wednesdays 
ich are advertised in the 


roR CHILDREN AND Dts-| the fifth year of study may be passed. The course of 
PENSARY FOR WOMEN, Glamis-road, Shadwell, E.—Phy- ophthalmology is recognised by the Army Medical Depart- 
Dr. Horatio B. Donkin, Dr. | ment. Further information can be obtained on application 


to the Dean, Mr. L. A. Bidwell, at the hospital. 


NoRTH-EASTERN HOSPITAL FOR CHILDREN, Hackney- 


road, Shoreditch, N.E. For the sick children of the poor 


Fletcher. and Dr. E. Graham Little. Assistant Surgeon : | under twelve years of age. Established 1867. City Offices : 
Mr. H. B. Robinson. Resident Medical Officer : Dr. R. P. | 27, Clement’s-lane, E.C.—Fifty-seven beds. Last year 705 


Cockburn. House Surgeon 


sician : Dr. M. 8. Paterson. Secretary: Mr. Thomas Hayes. 


Lady Saperintendent : Miss 


maintains 102 cots, and on an average 178 out-patients are 
seen daily. Clinical instruction is given by the physicians 


and surgeons to the hospital, 


Conjoint Board for England as a school of medical teaching 


for students in the fifth year 


culars may be obtained on application to the Secretary. 
Eve.inA FOR Sick CHILDREN, Southwark- 
bridge-road, S.E.— Jonsulting Physicians : Dr. W. 8 
Playfair, Dr. J. F. Goodbart, aud Dr. Frederick Taylor 
Physicians: Drs. Nestor Tirard and Frederick Willcocks. 
Physicians to Ont-patients : Drs. George Carpenter and W. 
Soltau Fenwick. Consulting Surgeons : Messrs. H. G. Howse 
and R. Clement Lucas. Sargeons: Mesers. G. H. Makins and 
F.§. Eve. Surgeons to Out-patients : Messrs. A. H. Tabby 
and F. C. Abbott. Dental Surgeon : Mr. R. Denison Pedley. 
Senior Resident Medical Officer : Mr. J. B. Christopherson. 
Junior Resident Medical Officer : Mr. O. K. Williamson. 


VicroriA HospiTAL FOR 


The hospital contains 70 beds and has a large out-patient 
department (over 1000 weekly) ; the home at Broadstairs has 


50 beds. Consulting Surgeon : 
Ridge Jones and Dr. Dawtrey Drewitt. Physicians 


to the Onat-patients: Drs. 


Carr, Humphry D. Rolleston, and Raymond Crawfard. 
Sargeons: Messrs. Pick and D'Arcy Power. Surgeons 
to the Out-patients: Messrs. Raymond Johnson and 


H. F. Waterhouse. Ophtb 


Holmes Spicer. Dental Surgeon: Mr. Percy Smith. 
Avwsthetists: Dr. Paul Frank Moline and Dr. C. J. Harrison. 


House Surgeon: Mr. H. B. 


Louis B. Hayne and Mr. Walter Allingham. Consulting 
Physician: Sir Wm. Broadbent, Bart. Secretary: Mr. 
A. Cameron Skinner. Out-patients are seen as under : — 


Medical and Sargical Cases : 


afternoon at 1.30 P.M. Dental Cases: Saturdays, at 


9AM. 
West Lonpon HospiTAat, 


hospital has 97 beds at present in use. A new wing 
providing 80 other beds or thereabout is now complete, 
and will be opened as soon as possible. About 1700 


with board and residence, 
appointments for a limited 
Physicians : Drs. D. Ww.c.H 


Ball. Physician for Diseases of Women : Dr. J. A. Mansell 
Moullin. Sargeons: Messrs. C. B. Keetley, F. Swinford 


Edwards, and 3S. Paget. 
the Eye: Mr. B. J. Ve 
Drs. Seymour Tajtor, w. 


- Dr. A. B. Tucker. House Phy- in-patients and 15,272 out-patients (representing 55,149 
attendances) were relieved, 180 of the in-patients being under 


‘Adelaide Row. ‘The hospital | two years of age. Consulting Physicians: Drs. A. E. 


which is recognised by the 
of the curriculum. All parti- 


CHILDBEN, Chelsea, s.W.— 
Mr. Cowell. Physicians: Dr. 
Montague Murray. Walter 
almic Surgeon: Mr. W. J. 


Muir. House Physicians: Mr. 


Daily, at 12.30 P.M., and every 


Hammersmith-road, W.—This 


Sargeon for Diseases of 
rnon. Assistant Physicians : 
Hanter, W. A ‘Tarner, and 


A. Whitfield. Assistant Physician for Di es of Women : 
Dr. G. H. Drummond Robinson. Assistant Surgeons: 


Messrs. L. A. Bidwell, G. 
Kecles. Assistant Surgeon 


H. P. Dann. Sargeon-Dentist : Mr. H. Lloyd Williams. 
Physician-in-Charge of Throat and Nose Department : Dr. 


S. Paget. Sargeon-in-Charge of Orthopedic Department : 
Mr. C, B. Keetley. Pathologist: Dr. W. A. Tarner. Dermato- 


logist : Dr. P. 5. Abraham. 


Messrs. T. Gunton Alderton and Rickard W. Lloyd. 
Assistant Administrator of Apwsthetics: Mr. E. W. Lewis. 
Klectrician: Dr. W. A. Turner. Secretary: Mr. R. J. 


Gilbert. The practice of 


graduates (on payment of a small fee); no junior students 


are admitted, but clinical 


L. Cheatle, and W. McAdam 
for Diseases of the Eye: Mr. 


Administrators of Anesthetics : 


the Hospital is open to Post- 
assistants are appointed to the 


Sansom, W. Cayley. and F. C. Turner. Consulting Surgeons : 
Messrs. Jonathan Hatchinson, Waren Tay, R. J. Godlee and 
Bilton Pollard. Physicians: Drs. W. A. Wills, James ‘Taylor, 
J. H. Sequeira, and J. Porter Parkinson. Sargeons : Messrs. 
H. Percy Dean and (vacancy). Three Resident Medical 
Officers. Ophthalmic Surgeon : Mr. Sydney Stephenson 
(Wednesday, 9.30 A.M.). Dental Surgeon : Mr. Jobn W. Pare 
(Tuesday and Friday. 9.30 \M.). Matron: Miss E. W. 
‘urno. Secretary: ‘I. Glenton-Kerr. The surgeons attend 
on Wednesdays at 2 P.M. and Fridays at 9 A.M.; the 
physicians daily at 2 P.M. Applications for permission to 
attend the practice of the hospital should be addressed to 
the secretary. 
Loxpon Hospital, Kentish Town-road.— 
Consulting Physician: Dr. Donald W. C. Hood.  Physi- 
cian : Dr. Harry Campbell]. Surgeon : Mr. Frederic Durham. 
Assistant Physicians: Drs. W. Knowsley Sibley, Leonard 
G. Gathrie, and James Cagney. Assistant Surgeons : Messrs. 
M. P. Mayo Collier, J. Jackson Clarke, and George Temple- 
ton. Physician for Diseases of the Skin: Dr. J. Herbert 
Stowers. Obstetric Physician: Dr. John Shaw. Ophthalmic 
Surgeon : Dr. W. J. Collins . Dental Surgeon: Mr. C. F. 
Rilot. The hospital, which was established in 1878, provides 
53 beds. The average number occupied last year was 47. 
It is a general hospital. There are two spacious*wards for 
men and women respectively. The children’s wards 
contain 18 cots. ‘There are two Resident Medical 
Officers— an honorarium at the rate of £50 per 
annum attaches to the senior post. Operation day, Thursday 
at 2.30 o'clock. Farther particulars from J. Herbert Stowers, 
M.D., Hon. Sec., Medical Committee, 128, Harley-street. 
RoyAL Eye St. George’s-circus, Southwark, 
S E.—There are 40 beds and 2cots. There were upwards of 
46,000 attendances in the Out-patient Department last year, 
and the new patients number over 16,000 yearly. Operations 
ate performed and out-patients are seen daily at2p.m. The 
following are the days of attendance :—Mr. M. M. McHardy, 
Tuesdays ; Mr. J. G. Mackinlay, Thursdays ; Dr. W. J. Collins, 
Wednesdays and Fridays ; and Mr. L. V. Cargill, Mondays 
and Saturdays. Qualified practitioners and students are 
admitted to the practice of the hospital upon the recommen- 
dation of the medical staff. Fees: £2 2s. for 3 months, 
£3 3s. for 6 months, ard £5 5s. perpetual. Qualified students 
of the hospital are eligible for the offices of registrar and 
house surgeon, and may be appointed clinical assistants 
upon the recommendation of the medical staff for a term of 
6 months, and are eligible for re-election. Courses are held 
on Ophthalmoscopy, Refraction and Diseases of the Eye, fee, 
£1 1s. for each course, buat perpetual students may attend 
each course once without extra fee. Pathology Class, £1 1s. 
extia to cover cost of materials. Tutorial or coaching 
classes for the various examinations arranged as far as 
possible to suit candidates. 

CooKE’s SCHOOL OF Anatomy.—tThe school is 


join the same, but in regard to its curriculum work it does 
not receive more than half-a-dozen students in the course of 
the year. These curriculum students are carefully selected 
as to ability and are offered thorough practical instrac- 
tion. The charges are but slightly in excess of current 
charges. The Bland Satton Presentation, named after Mr. 
Bland Sutton, F.R.C.S., Sir Erasmus Wilson Lecturer at the 
Royal College of Surgeons, Surgeon to the Middlesex Hos- 
pital, &c. (a former pupil of the school), confers the privilege 
of free medical education during the first two years of 
medical studies. Particulars will be forwarded on applica- 
tion. The school remains open for anatomical work, not only 
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during the winter, but also during the summer months. 
Gentlemen rejected at their Anatomical and Physio- 
logical Examinations (Second Conjoint, &c.) can get 
‘signed up’’ from this school for the three or six 
months’ supplementary work they are now required to put 
in before re-examination. ‘This school is also intended to 
meet the requirements of qualified practitioners wishing to 
obtain some of the higher qualifications, and is recognised 
for the special dissections for the Fellowship of the Royal 
College of Surgeons. The school possesses a good collection 
of physiological apparatus. The operations of Surgery are 
performed by the students on the dead body. Private 
address : 40, Brunswick-equare, W.C. 

VOLUNTEER MEeEpDICAL Starr Corps (LONDON Com- 
PANIES), Calthorpe-street, Gray’s-inn-road, W.C. — Hon. 
Commandant : Surgeon-General Sir William Guyer Hunter, 
K.C.M.G., Q.H.8., V.D. Commandant : Surgeon- Lieutenant- 
Colonel A. T. Norton. The Volunteer Medical Staff Corps 
bears the same relation to the Volunteer Army as the 
Medical Staff Corps bears to the regular Army. The 
course of training has the great advantage of affording, 
in addition to a knowledge of ordinary military duties, 
special ambulance instruction useful in all ranks of life. 
All who have gone through the ranks of this corps are 
capable of rendering valuable aid in any accident, and 
in cases of emergency may be the means of saving lives 
which would otherwise be Jost. In addition to the Com- 
pany and Battalion drills of an ordinary infantry corps, the 
special training includes stretcher and waggon, and cacolet 
drill; the use of improvised seats and stretchers; the 
use and application of bandages, splints &c.; Jectures by 
the officers on first aid to the injured. and on the elements 
of anatomy, physiology, hygiene, and nursing, which are 
so arranged as not to interfere with the lectures &c. 
carried on at the various hospitals in London. ‘There is 
also a Shooting Club in the corps, in which instruction in, 
and facilities for, the practice of rifle shooting are given. 
There is a Transport Section in connexion with the corps, 
the members of which go through a course of instruction 
in riding and driving and transport work with the regular 
troops. There are also sections of Cyclists and Signal- 
lers. A Gymnastic Class meets once a week at head- 
quarters, under an instructor who teaches boxing and 
fencing ; ‘‘ the class is under the special direction of the 
adjutant and officers, who see that the exercises are con- 
sistent with the physical development of the men, an advan- 
tage possessed by no other Volunteer corps.’’ Lectures are 
delivered during the winter session. The new headquarters 
contain a fine drill hall, mess-rooms, canteen, &c., where 
dinners, suppers, dances, and smoking concerts can be held 
at any time. The Adjutant, Surgeon-Captain G. T. 
Rawnsley, will give any information respecting the above on 
arg ry to the headquarters, Calthorpe-street, Gray’s-inn- 

, W.C, 

SCHOOL OF THE PHARMACEUTICAL SOCIETY OF GREAT 
BriTain.—Chemistry and Physics: J. Norman Collie, Ph.D, 
F.R8. Botany: Professor Reynolds Green, M.A., Sc.D., 
¥.R.S., F.L.8. Materia Medica: Professor Greenish, F.1.C., 
F.L.8., Dean of the school. The session commences on 
Monday, Oct. 4th. Medical students, or pupils intending to 
enter the medical profession, are admitted to the leciures 
and laboratory work in any or all the courses. Certificates 
of instruction in this school are received by the Conjoint 
Board of the Royal Colleges. Application for admission to 
the school, or for further information, may be made to the 
Secretary of the school, 17, Bloomsbury-square, London, W.C. 

THE City ScHOOL OF CHEMISTRY AND PHARMACY, 
LIMITED, 27, Chancery-lane, W.C.—This school was estab- 
lished in 1882 for the advancement of pharmaceutical educa- 
tion. Lecturers and Demonstrators—Chemistry, Physics, 
and Pharmacy: Mr. F. A. Hocking, B.Sc. Lond., M.P.S., 
Ph.C ; Materia Medica, Botany, and Prescription Reading : 
Mr. W. Roberts, M.P.S. ; Microscopy and Vegetable Histo- 
logy: Mr. Martin J. Cole (Microrcopist to the Birkbeck 
Institute) ; Analytical Chemistry and Practical Pharmacy : 
Mr. F. A. Hocking, B.Sc , Mr. W. Roberts, M.P.S. ; Biology 
(Practical and Theoretical): Mr. L. Orchard, M.A. (Professor 
of Biology, Univ. College, Lond.). Application for particulars 
should be made to the Principal, Mr. G. E Skerry, M.A. 
Classes recognised by General Medical Council and Apothe- 
caries’ Hall. 

WESTMINSTER COLLEGE OF CHEMISTRY AND PHARMACY, 
Trinity-square, Borough, S.E.—Established 1872. Principals, 
G. 8. V. Wills, F.L.S., M.P.S., and H. Wootton, B.Sc. Lond. 


Instruction is given in Chemistry and Physics, Materia 
Medica, and Pharmacy (Practical and Theoretical), suitable 
for Medical and Dental students. Nurses and others can 
also be prepared for the Apothecaries’ Hall Dispenser’s certi- 
ficate. Evening classes for Dispensing. Full particulars 
from E. Walden, Secretary. 

GRIFFITHS'S COLLEGE OF CHEMISTRY AND PHARMACY, 
12. Knowle-road, Brixton, S.W.— Instruction is given in 
Chemistry, Physics, Botany, Biology, Pharmacy, Materia 
Medica, Microscopy, Toxicolegy, &c., for the examinations of 
the Apothecaries’ Hall, Conjoint Board, First M.B. London, 
Durban, special examinations for B.A. of Cambridge. During 
the past academic year 36 candidates passed the examina- 
tions of tbe Pharmaceutical Society, 9 passed the Hall, 7 
passed the London Preliminary Science, 1 passed Durham, 2 
passed the First M.B. London. ‘This college (which supple- 
ments the work of the medical schools) has excellent 
laboratories, microscopical and Materia Medica specimene, 
and is fitted with every convenience and apparatus for prac- 
tical work. Backward students may rely upon the most 
thorough attention beiog paid to them in every way. The 
college is reached in 15 minutes (by tram) from Westminster. 
Particulars as to fees may be had from Dr. A. B. Griffiths, 
¥.RS. Ediv., F.C 8., at the above address. 

RoyaL COLLEGE oF ScrgeNcB, London (with which is 
incorporated the RoyaL oF 
and Mathematics: Professor J. Perry, F.R.S. Biology: Pro- 
fessor G. B. Howes, F.RS. (Zoology), and Professor J. B. 
Farmer, M.A. (Botany). Chemistry: Professor W. A. Tilden, 
F.RS., and Dr. W. P. Wynne, F.R.S  Poysics: Professor 
A. W. Riicker, Sec. R S., and Mr. W. Watson, B.Sc. Astro- 
nomical Physics: Professor J. N. Lockyer, C.B., F.R.S. 
Geology : Professor J. W. Judd, C.B., F.R.S. Metallurgy : 
Professor W. C. Roberts-Austen, C.f., F.RS. Mining: 
Professor C. Le Neve Foster, F.R ‘3. Agriculture: Pro- 
fessor J. Wrightson. The College re-bpens on Wednesday, 
Oct. 6th, 1897. Communications should be addressed to the 
Registrar, Royal College of Science, South Kensington, 8.W. 

ELECTRICAL STANDARDIZING, TESTING, AND TRAINING 
INSTITUTION, Faraday House, 8 and 10, Charing-cross-road, 
W.C.—Principal, Mr. Hugh Erat Harrison, B Sc. Lond., 
¥.C.8., A.M.1.C.E., M.I.E.E. Instructor in Mathematics : 
Alexander Russe)l, M.A. Glasgow and Cambridge. Instructor 
in Chemistry: Chas. J. Wilson, F.1.C., F.C.8. This instita- 
tion, in addition to its ordinary course of training in electrical 
engineering, which occupies two or three years, also arranges 
for special instruction in all branches of electricity and in 
Roentgen Ray photograpby, either by private tuition or by a 
speciaily arranged course at the college or at the works 
of the companies with which it is associated. There are 
Entrance Scholarships of the value of 80 and 50 guineas, and 
Exhibitions of 40 guineas. Particulars may be obtained on 
application to the Secretary, Mr. Howard Foulds, Faraday 
House, Charirg-cross-road, W.C. 


PROVINCIAL MEDICAL SCHOOLS AND 
HOSPITALS HAVING SPECIAL CLASSES 
AND FACILITIES FOR CLINICAL 
STUDY.! 


Mason CoLLEG#, BIRMINGHAM.—Two Ingleby Scholar- 
ships are offered annually after examination in Obstetric 
Medicine and Surgery and Diseases of Women and Children. 
The Scholarships are open to students who have completed 
two years of their curriculum in this college. One or more 
Sydenbam Scholarships are offered annually of the 
value of 30 guineas each. ‘The orpban sons of former 
students of the Birmingham Medical School have priority 
of election. No Sydenham scholars are elected whose age 
exceeds twenty-three years on the day of election. The 
Scholarships are held for three years, subject to good be- 
haviour. A Queen’s Scholarship is offered annually of 
the value of 30 guineas. It may be held for three years, 
one-third being paid each year, subject to good behaviour. 
A Sands Cox Scholarsbip is offered annually, of the same 
value as the last, and is held under similar conditions. The 
Russell Memorial Prize is awarded annually after examina- 
tion in Nervous Diseases. There are Faculties of Arts, 


1 For Scholarships see page 493 et seq. 
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Science, and Medicine, and students are prepared for the 
various examinations of the University of London. ‘The 
medical courses qualify for the diplomas of all Licensing 
Bodies and for the degrees in Medicine and Sargery of 
British Universities. There are various Scholarships, 
Entrance and otherwise. The Dental Department, in con- 
junction with the General, Queen’s, and Dental Hospitals, 
affords a complete curriculum for all Dental diplomas. The 
Library contains upwards of 24,000 volumes. Syllabuses 
containing full information as to the various courses of 
instruction, lecture days and hours, fees, scholarships, &c., 
will be forwarded on application to the Registrar. 


THE QvuEEN’s Hospital, BIRMINGHAM. — Consulting 
Physician: Sir James Sawyer, Knt., M.D., F.R.C.P., 
F.R.S.E., J.P. Consulting Surgeons: Furneaux Jordan, 
F.R.C.8., and J. St. 8. Wilders, M.R.C.S. Physicians: 
Alfred H. Carter, M.D., F.R.C.P., Cornelius W. Suckling, 
M.D., M.R.C.P., and Arthur Foxwell, M A., M.D., F. RC P. 
Surgeons : Bennett May, B.S., F.R.C.S., Jordan Lloyd, M.S., 
¥F.R.C.S., and Frank Marsh, F.R.C.S. Ophthalmic Surgeon : 
Priestley Smith, M.RC.S. Obstetric Officer: C. E. Purslow, 
M.D., M.R.C.P. Physicians for Out-Patients and Patho- 
logists: O. J. Kauffmann, M.D., M.R.C.P., and J. Douglas 
Stanley, M.D., M.R.C.P. Casualty Surgeons: J. T. J. 
Morrison, M.A., B.C., F.R.CS., J. Hazlewood Clayton, 
M.B, MR.C.8., and C. A. Leedham Green, F.R.CS. 
Provision has recently been made for an increase in the 
number of beds to 132 for the reception of accidents and 
urgent medical, surgical, ophthalmic, and obstetric cases. 
The in-patients treated last year amounted to 2109, the out- 
patients to 28,820. 


GENERAL Hospital, BIRMINGHAM.—Consulting Physi- 
cians : Dr. Fletcher, Sir Walter Foster, and Sir Willoughby 
Wade. Physicians: Drs. Rickards, Saundby, Simon, and 
Wilson. Surgeons: Messrs. Chavasse, Barling, Haslam, and 
Heaton. Obstetric Officer: Dr. Malins. Assistant Pbysicians : 
Drs. Short and Rassell. Assistant Sargeons : Messrs. Lucas 
and Gamgee. Assistant Obstetric Officer : Dr. Thos. Wilson. 
Beds, 271; average occupied, 238. Patients in 1896: in- 
patients, 4486 ; out-patients, 52,203. 


UNIVERSITY COLLEGE, BRISTOL (Faculty of Medicine) — 
Students can complete in Bristol the entire course of study 
required for the Medical and Surgical degrees of the Uni- 
versity of London, and for the diplomas of the Royal College 
of Physicians of London and the Royal College of Surgeons 
of Eogland, the Apothecaries’ Society of London, and the 
Army and Navy Boards. The lectures and instructions 
given in the Faculty of Arts and Science are adapted to 
the various Pieliminary Arts Examinations above referred to, 
and also to the Matriculation and Preliminary Scientific Ex- 
aminations of the University of London ; whilst the Faculty 
of Medicine, the Royal Infirmary, and the General Hospital 
together provide for every detail of the professional curricu- 
lum required by the University of London and the above 
examining boards. All necessary information may be 
obtained from the Dean of the Faculty of Medicine, Professor 
E. Markham Skerritt, M.D., F.R.C.P. 


UNIVERSITY COLLEGE, CARDIFF, MEDICAL SCHOOL.— 
Owing to the very rapid increase in the population 
of Glamorgansbire and Monmouthshire, and the consequent 
increase ia the Infirmary accommodation, the basis on which 
to build a Medical School in South Wales is amply sufficient’ 
for every need. University College, Cardiff, has for some 
years past prepared students in Physics, Chemistry, Zoology, 
and Botany; and these students have in considerable 
numbers passed these subjects as part of their medical 
curriculum and have finished their studies elsewhere. 
The recent Se of a Professor of Anatomy, 
a Professor of Physiology, and of a Lecturer on 
Materia Medica and Pharmacy will afford facilities 
to students who may wish to continue their studies 
in Cardiff until the: end of their third year. Large 
laboratories are now ready; they comprise spacious 
lecture-rooms to seat 100 students each, a dissecting-room, 
anatomical museum, bone-room, and preparation-room ; a 
class-room for practical physiology, physiological prepare- 
tion and research rooms, and photographic and iastrument- 
rooms, and museum of Materia Medica. Students pre- 
paring for the Preliminary Scientific and Intermediate Ex- 
amination in Medicine of the University of London or 


Durham may compound for their classes by paying a com- 
position fee of £5710s. The College classes are recognised 
by the Scottish Universities. Students who are preparing for 
the examinations of the Conjoint Board or of the Society of 
Apothecaries, London, may compound for their classes by 
paying a composition fee of £35. In all cases the com- 
position fees may be paid in instalments. Twenty-two 
Exhibitions and Scholarships, open to intending students 
of medicine, will be competed for in September next. For 
particulars of these application may be made to the 
College Registrar. Physics.— Professor J. Viriamu Jones, 
M.A. Oxon., B.Sc. Lond., Fellow of University College, 
London, F.R.S. Assistant Professor: A. L. Selby, M.A, 
Fellow of Merton College, Oxford. Demonstrator and 
Assistant Lecturer: W.8. Hensley, B.A., Christ's College, 
Cambridge. Chemistry. — Professor C. M. Thompson, 
M.A., Trinity College, Cambridge, D.Sc. Lond., F.C.S. 
Assistant Lecturers: E. P. Perman, D.Sc. Lond., and 
A. A. Read, F.C.S. Biology. — Professor 
W. N. Parker, Ph.D. Freiburg, F.Z.S. Assistant Lec- 
turer: A. H. Trow, B.Sc. Anatomy.— Professor Francis 
Dixon, B.A., M.B. Physiology —Professor John Berry 
Haycraft, M.D., D.8c., F.R.S.E. Materia Medica : 
D. R. Paterson, M.D. The Infirmary, within three 
minutes of the College, is provided with 200 beds. 
Attached to the hospital is a large out-patient depart- 
ment and special departments for the Eye, Ear, and Throat. 
Farther information may be obtained from Dr. John Berry 
Haycraft, Dean of the Medical Faculty. 


BrisToL RoyAL INFIRMARY (Founded 1735).—270 beds. 
Honorary and Consulting Physicians: Dr. Edward Long 
Fox and Dr. William H. Spencer. Honorary and Con- 
sulting Surgeons: Mr. Augustin Prichard and Mr. Edmund 
C. Board. Physicians: Dr. R. Shingleton Smith, Dr. Henry 
Waldo, Dr. John E. Shaw, and Dr. Arthur B. Prowse. 
Obstetric Physician: Dr. W. C. Swayne. Assistant Phy- 
sicians : Dr. P. Watson Williams and Dr. F. H. Edgewortb. 
Surgeons: Mr. Arthur W. Prichard, Mr. W. H. Harsant, ard 
Mr. J. Paul Bush. Ophthalmic Sargeon: Mr. F. Richardson 
Cross. Assistant Surgeons: Mr. G. Manro Smith and Dr. 
James Swain. Dental Surgeon: Mr. W. R. Ackland. 
Pathologist: Dr. Theodore Fisher. House Sargeon: Dr. 
Thomas Carwardine. House Physician: Mr. H. F. Mole. 
Resident Obstetric Officer: Mr. J. C. McWatters. Anzsthe- 
tist: Mr. W. H. Cooper. Casualty Officer: Mr. T. W. Bovey. 
Secretary and House Governor : Mr. E. A. Leonard. 

Scholarships and Prizes.—Two Entrance Scholarships, 35 
guineas ana 10 guineas: examination third Saturday in 
October in general subjects; Surgical and Medical Suple 
Gold Medals, 5 guineas each, with 7 guineas added in money ; 
Clark Prize, 11 guineas ; Crosby Leonard Prize, 7 guineas ; 
Tibbitts Prize, 9 guineas; Midwifery Prize, 3 guineas in 
books or instruments ; Pathological Prize, 6 guineas; Oph- 
thalmic Prize, 3 guineas in books or instruments; Dental 
Prize, 3 guineas in books or instruments. 

There are five resident appointments—viz., House Surgeon, 
House Physician, Resident Obstetric Officer, Anesthetist, 
and Casualty Officer, the last two of which are intended 
specially for qualified students of the Bristol Royal Infir- 
mary, who are elected after a practical examination. Medical 
Registrars and Surgical Registrars are appointed for periods 
of six months. The Dressers reside in the Infirmary in rota- 
tion, free of expense. The Maternity student also has rooms 
in the Infirmary. The whole of the clinical work is carefully 
arranged to meet the requirements of the five years’ cur- 
riculam. There is class instruction in the wards by the 
physicians and surgeons on five days a week, in addition to 
the regular clinical lectures. There are special departments 
for Diseases of Women, the Eye, Ear, Throat, &c., with 
Clerkships and Dresserships attached, and there is a large 
Ward for Children only. Practical instruction in Dental 
Surgery on Tuesdays ard Fridays. Clinical Clerkships and 
Dresserships, 5 guineas for each six months. Perpetual 
Medical and Sargical Practice, 35 guineas in one sum. 

Farther information can be obtained from Dr. Arthur B. 
Prowse, Dean of the Faculty. 

BrRIstoL GENERAL HospiTAL.—2Z00 Poysicians : 
Drs. Markham Skerritt, Harrison, and Michell Clarke. 
Physician Accoucheur : Dr. W. H.C. Newnham. Physician 
to Throat and Nose: Dr. Barclay Baron. Assistant Pbysi- 
cian: Dr. Parker. Assistant Physician Accoucheur: Mr. 
¥. C. Rayner. Surgeons : Messrs. Pickering, Barclay, Morton, 
and Lansdown. Ophthalmic Surgeon: Mr. Walker. 
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Assistant Surgeon: Dr. Firth. Anesthetist: Mr. Free- 
man. House Surgeon: Dr. Randall. Physicians’ Assistant : 
Mr. Druitt. Assistant House Surgeon: Mr. Hewetson. 
Casualty Medical Officer: Mr. Edwards. Clinical Clerkship, 
six months, £5 5s. Dressership, six months, £5 5s. Obstetric 
Clerkship, three months, £3 3s. Special clinical instruction 
is given in Diseases of the Skin, Eye, Ear, and Throat, also 
in Diseases of Women and in Dental Surgery. Further 
information may be obtained of the Secretary, at the hos- 
pital, or from Dr. Michell Clarke, Dean of the Hospital 
Faculty. 

Scholarships and Medals. — Lady Haberfield Entrance 
Scholarship : This Scholarship, founded in 1875, of the value 
of about £30, being the interest of £1000 bequeathed for the 
purpose by the late Lady Haberfield, is awarded annually at 
the commencement of the winter session after a competi- 
tive examination in subjects of general education. Second 
Entrance Scholarship : An additional Entrance Scholarship 
of the value of £20 is awarded when more than six candi- 
dates present themselves. Clarke Scholarship: A Surgical 
Scholarship, of the value of £15, founded by H. M. Clarke, 
Esq, of Londen, is awarded annually at the end of the 
winter session after an examination in Surgery. Sanders 
Scholarship : A Scholarship founded by the late John Nash 
Sanders, Esq., of the value of £22 10s., is awarded annually 
at the end of the winter session after examination in 
Medicine, Surgery, and Diseases of Women. Martyn 
Memorial Pathological Scholarships, founded in 1878 by 
public subscription, in memory of the late Dr. Samuel 
Martyn, Physician to the hospital: Two Scholarships, each 
of the value of £10, are awarded annually: one at the end 
of the summer session and one at the end of the winter 
session. A student may, at the option of the Faculty, hold 
both these Scholarships. After a competitive examination 
in Pathology and Morbid Anatomy the successful candi- 
date is appointed Pathological Clerk to the hospital for the 
term of six monthe. Committee Gold Medal: This medal, 
presented by the committee of the hospital, is awarded 
apnually at the end of the winter session to the student of 
the fifth year who has most distinguished himself during 
his career at the hospital and medical school. Committee 
Silver Medal: This medal, presented by the committee of 
the hospital, is awarded annually at the end of the winter 
session to the next most distinguished student of the fifth 
year. ‘The rules relating to the several Scholarships may 
be had on application. 


CAMBRIDGE: ADDENBROOKE’S HOsPITAL.—Clinical Lec- 
tures in Medicine and Sargery, in connexion with Cambridge 
University Medical School, are delivered at this hospital 
twice a week during the academical year; and practical 
instruction in Medicine and Surgery in the wards and out- 
patients’ rooms is given by the physicians and surgeons 
daily, during the vacations as well as term time. Instruc- 
tion is also given in all the special modes of medical and 
surgical investigation. Clinical Clerks and Dressers are 
selected from students according to merit, and without 
paymen:. The composition fee for pupilship is 8 guineas. 


University OF DURHAM COLLEGE OF MEDICINE, New- 
castle-upon-Tyne.—The following Scholarships and Prizes 
are awarded annually: — Four University of Durham 
Scholarships, value £25, tenable for four years, for pro- 
ficiency in Arts, awarded to full students in their first 
year. The Dickinson Scholarship, value interest of £400, 
and a Gold Medal, for Medicine, Surgery, Midwifery, 
and Pathology. The Talloch Scholarship, value the 
interest of £400, for Anatomy, Physiology, and Chemistry. 
The Charlton Scholarship, value the interest of £700, 
for Medicine. The Gibb Scholarship, value the interest 
of £500, for Pathology. The Goyder Memorial Scholar- 
ship (at the Infirmary), value the interest of £325, for 
Clinical Medicine and Clinical Surgery. The Luke Armstrong 
Memorial Scholarship, value the interest of £680 for 
Comparative Pathology. The Stephen Scott Scho’arship 
in Surgery, value the interest of £1000. Heath Scholar- 
ship: The late George Yeoman Heath. M.D., D.C.L., 
F.K.C.S., President of the University of Durham 
College of Medicicre, bequeathed the sum of £4000 to 
founa a Sch:l-rehip in Surgery, the interest to be 
awarded every second year; the next award will be in 
1898. The Gibson Prize, interest on £225, in the department 
of Midwifery and Diseases of Women and Children. At the 
end of ,each sessicn Prizes of Books and Honours Certificates 


are awarded in each of the regular classes. Assistant 
Demonstrators of Anatomy, receiving each an honorarium 
of £5, Prosectors, and Assistant Demonstrators of Physio- 
logy and Pathology are elected yearly. Pathological 
Assistants, Assistants to the Dental Surgeon, Assistants in 
the Eye Department, Throat and Ear Department, ard Skin 
Department, Clinical Clerks, and Dressers are appointed 
every three months. 


NEWCASTLE-UPON-TYNE ROYAL INFIRMARY. — 
sicians: Drs. Drummond, Oliver, Limont, acd Murray. 
Surgeons: Drs. Hume, Page, Mr. Williamson, and Mr. 
Rutherford Morison. Assistant Surgeons : Mr. Walter Ridley, 
Mr. A. M. Martin, Mr. H. B. Argus, and Mr. I. V. W. 
Rutherford. Pathologist: Dr. Beattie. Dental Surgeon: 
Mr. R. L. Markbam. Skin Department: Dr. Limont. Eye 
Department : Mr. Williamson. Throat and Kar Department : 
Mr. Ridley. Anesthetist: Dr. W. D. Arnison. Surgical 
Registrars: Mr. T. D. Wardale and Mr. John Clay. 
The infirmary contains 280 beds. Clinical Lectures are 
delivered by the Physicians and Surgeons in rotation. 
Pathological Demonstrations are given by the Pathologist 
as opportunity offers. Practical Midwifery can be studied 
at the Newcastle Lying-in Hospital. Instruction is given 
in Psychological Medicine at the Northumberland County 
Asylum, Morpeth. A Special Course of Inst:uction is given 
in the City Hospital for Infectious Diseases by the Super-- 
intendent, the City Officer of Health, Mr. H. E. Armstrong. 


LEEDS GENERAL INFIRMARY AND MEDICAL DEPART- 
MENT OF THE YORKSHIRE COLLEGE.—The Leeds General 
Infirmary has accommodation for 447 in-patients, medical 
and surgical, including forty-two beds at a ‘‘semi-con- 
valescent home”’’ in the country. Daring the last year 
6116 in-patients and 37623 out-patients were treated. 
Clinical teaching takes place daily in the wards, and Clinical 
Lectures are given in Medicine and Surgery by the Physicians. 
and Surgeons. ‘There are Medical, Surgical, Ophthalmic, 
Aural, and Electrical Departments, in each of which special 
instruction is imparted to students. A Gynecological and 
Extern Obstetric Department, together with Laryngeal and 
Skin Clinics, are in operation. ‘The Public Dispensary, the 
Hospital for Women and Children, the Fever Hospital, and 
the West Ridirg Lunatic Asylum are other medical insti- 
tutions which are made use of by the Leeds students. Three 
years ago the new buildings of the Medical School were 
opened by their Royal Highnesses the Duke and Duchess of 
York. Erected on a commanding site, close to the Infirmary, 
the new School of Medicine contains complete accommodation 
for the training of medical stucents upon the most approved 
modern methods. A very fine dissecting-room, extensive 
laboratories for Physiology and Pathology, with the most 
recent improvements in fittings and apparatus, ample lecture- 
room accommodation, a large Library, and separate Museums 
for Pathology and Anatomy—these are some of the most 
stiiking features of the new buildings. Careful provision for 
the convenience of students, in the shape of a common-room, 
a refectory, &c., has also been made a feature of the school. 
The classes in Systematic and Practical Chemistry, Physics. 
and Biology, and Practical Toxicology are held in the 
Science and Arts Department of the College, in College- 
road. Two Entrance Scholarships are offered : one, of the 
value of 64 guineas, covering admission to all requisite 
lectures ; and the other, of the value of 40 guineas, cove 
the cost of admission to the medical and surgical practice 
the infirmary. Several valuable prizes are given at the 
end of each session. The following appointments at the 
infirmary are annually open to students (for some of them, 
however, a registered legal qualification is required) ; senior 
and junior anesthetists, pathological curator, resident 
medical officer, resident surgical officer, resident casualty 
officer, resident ophthalmic officer, appointed for twelve 
months, and eligible for re-election; resident obstetric 
officer and 4 house surgeons, for twelve months; 2 house 
physicians, for six months; 36 physicians’ clerks, for 
six months; 32 surgeons’ dressers, for six months; 
16 ophthalmic and aural surgeons’ dressers, for three 
months ; 16 gynzcoiogical ward clerks, for three months ; 
12 gyrecological out patient clerks, for three months ; 
32 assistant physicians’ clerks, for three months; 32 
assistant surgeons’ dressers, for three months ; 32 dressers 
in the casualty-room, for three months; 32 post-mortem 
clerks, for three months. 

There are appointments open to students in other medicak 
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institutions in the towa and also in the West Riding Lunatic 
Asylum. A = 

Usiversity COLLEGE LIVERPOOL : MepIcAL FAcUuLTY.— 
The new Physiological and Pathological Laboratories are 
now in course of erection, and will be ready for occupa- 
tion during the Winter Session (1897-98). ‘he Chemical 
Laboratories have been extended at a cost of about £10,000, 
so as to provide infer alia more complete accommodation 
for medical students and those engaged in Laboratory work 
for Diplomas in Pablic Health. Steps are being taken for 
the extension of the Anatomical Department, and the first 
instalment of new Anatomical and Surgical Laboratories has 
been already erected at a cost of £2000 in the form of per- 
manent Anatomical out-buildings and court-yard. The build- 
ings include mortuary, store-rooms, museum work-rooms, and 
macerating room, along with lavatories, &c. The erection of 
new Anatomical and Surgical Laboratories will be com- 
menced as soon as practicable. ‘Tbe dissecting-room and 
theatre have been provided with the electric light. The 
ohair of Pathology has adequate temporary accommodation 
in Ashton Hall, an institute adjacent to the College, which 
contains ample class-room and laboratory accommodation for 
study and research in Pathology and Bacteriology. ‘The 
museums of Anatomy, Pathology, Materia Medica, and 
Pablic Health are furnished with complete provision for the 
—_ of students and have recently been re-organised and 
revised, 

‘ves. — The composition fee for lectures and classes is 
£24 15s. for Preliminary Science (lasses ; £60 for the Medical 
Classes required for the Victoria University degrees ; £70 for 
all the classes required for the diplomas of the Conjoint 
Boards. The medical composition fees are payable in two 
instalments at intervals of twelve months. The fee for 
hospital attendance at the Royal Infirmary is 40 guineas, also 
payable in two annual instalments. 

Appointments.—Three house surgeons, three house physi- 
cians, and one external house surgeon to the Thornton 
Wards are appointed for six months after (if necessary) com- 
petitive examination. Candidates must have a legal qualifi- 
cation. Three clinical clerks for each physician, three or 
more dressers for each surgeon. and two clerks to the 
‘Thornton Wards for Diseases of Women are appointed every 
three months. Post-mortem clerks are appointed for six 
weeks ; all students are required to perform this duty before 
the schedule for the Final Examination is signed. Clinical 
assistants are appointed from among the senior students. 

There is a School of Dental Surgery in connexion with 
the medical faculty. The curriculum includes Lectures and 
Demonstrations on all the subjects required for the Licences 
in Dental Surgery of the Royal Colleges of Surgeons of 
London, Edinburgh, and Dablin, and of the Faculty of Phy- 
sicians and Surgeons of Glasgow. In addition, Laboratory 
Courses are conducted in Dental Histology and Dental 
Pathology. 

Practical instruction in Dentistry is given at the Dental 
Hospital in Mount Pleasant. 

fves.—A payment of £50 on entrance, or in two equal 
instalments (one-half on entrance and the remainder within 
twelve months), entitles the student to attendance on all 
lectures and demonstrations (medical and special) required 
for the Dental Licence of the Royal College of Surgeons. 
The fee for two winters’ surgical practice is £10 10s., and 
for two years’ dental hospital practice, £12 12s. The total 
expenditure for the whole curriculum is £73 2s. 

urther information can be obtained from the Dean 
of the Mecical Faculty, Professor Paterson, University 
College, Liverpool. F 

ScHOOL Or PHARMACY.—A department of Pharmacy has 
recently been instituted, comprising the n courses for 
the minor and major examinations of the Pharmaceutical 
Society in Chemistry, Physics, Botany, Materia Medica and 
Pharmacy. The composition fee is £17, and the classes may 
be attended in one or two years. 

Prospectus and further information may be had on applica- 
tion to the Registrar, University College, Liverpool. 


MEDICAL DEPARTMENT OF OWENS COLLEGE, VICTORIA 
UNIVERSITY.—This medical school is located in a large 
building, which forms*a part of Owens College. It is 
provided with large dissecting-rooms, physiological labora- 
tories, private laboratories, and work-rooms, besides lecture- 
rooms, a museum, and a library. In order to give the 


fullest possible opportunities for teaching and investiga- 
tion in the departments of Anatomy, Physiology, Pathology, 
and Materia Medica, an extension of the school buildings 
has recently been made. The greater part of the new 
buildings is devoted to the departments of pbysiology, 
pathology, toxicology, anatomy, and public health. The 
physiological department occupies more than half of the 
new buildings, and includes a large lecture theatre, accom- 
modating 350 students, with preparation and diagram rooms 
adjacent to it, and a research laboratory fitted with the 
necessary apparatus for the use of advanced students, re- 
search scholars, or practitioners of medicine undertaking the 
investigation of some special subject. In the new patho- 
logical laboratories ample provision is made for the teaching 
of pathology and bacteriology and for the prosecution of 
original research. In the toxicological department there is 
a large laboratory, capable of accommodating fifty students, 
lighted from both sides and also from the roof, completely 
equipped with all that is necessary for the practical teaching 
of toxicology ; also a small laboratory for private research, 
containing the apparatus and fittings necessary for investiga- 
tions in toxicological chemistry. In the public health depart- 
ment suitable laboratory accommodation is provided for the 
study of sanitary chemistry, physics, and practical bacterio- 
logy in the departments of chemistry and physics and in 
that of pathology. A large room is provided in the new 
buildings for a museum of apparatus, models, plans, and 
other sanitary appliances for the practical instruction of the 
students, together with a special library of works on State 
medicine, bygiene, vital statistics, and sanitary engineering. 
In addition, a large lecture theatre for general purposer, 
accommodating 250 students, has been provided, and the 
existing accommodation for students is supplemented by the 
provision of a larger common room. The more strictly prac- 
tical departments of medical study are taught partly in the 
Medical School and partly in the Royal Infirmary, as well 
as in a fever hospital, a lunatic asylum, and a convalescent 
home. Medical and Sargical Clinical Ciasses are conducted 
in the infirmary, and separate instruction is afforded in the 
elements of Medical and Surgical Poysical Diagnosis, in 
Obstetric Medicine, Ophthalmic Surgery, and Pathological 
Anatomy by the different members of the staff of the 
Medical School and Infirmary. The following entrance 
scholarships are offered for award to persons proposing to 
enter a medical course of study at the College :—Seaton.— 
One of £40, tenable for two years. Subjects: Greek and 
Latin Translation at sight, and Prose Composition. Credit 
given for knowledge of Mathematics (Geometry and Algebra) ; 
Elements of English Language, Literature, and History ; 
French and German. Rogers.—One of £40, tenable for two 
years. Subjects asin Seaton. Dalton.—Two of £40, tenable 
for twoyears. Subjects: Geometry (Euclid 1.—IV., andVL., 
or the subjects thereof); Algebra (as far as the Binomial 
Theorem, inclusive); Plane Trigonometry (to Solution of 
Triangles) ; Elementary Analytical Geometry; Conic 
Sections. Credit given for knowledge of Classics, Elements 
of Eaglish Language, Literature, and History ; French and 
German. Cartwright.—£35 per annum, tenable for three 
years. Subjects as in Dalton. Hulme.—£35, tenable for three 
years. Subjects: English Language (Grammatical Structure 
and Outlines of its History); English Literature (an essay 
on some subject of English literature) ; and Modern History 
(Outlines of English History and Geography) ; with at least 
two of the following : Latin (Translation at sight, Grammar, 
and Easy Composition); Greek (ditto); French (ditto) ; 
German (ditto). Credit given for knowledge of Mathe- 
matics (Geometry and Algebra). James Gaskill.—£40, 
tenable for two years. Subjects: Mathematics, Geometry 
(the substance of Euclid I.—1V. and VI.), Algebra (as far 
as the Binomial Theorem, inclusive), Plane Trigonometry (to 
Solution of Triangles), Elementary Mechanics, Chemistry. 
Credit given for knowledge of Classics, Elements of Eoglish 
Language, Literature, amd History, and French and 
German. Manchester Grammar School.—£18 per annum, 
tenable for three years. The examinations for all these 
scholarships are held in the month of May. Kay- 
Shuttleworth (Sir James Phillips).— £30 per annum, 
tenable for three years. Subjects : Mathematics, Elementary 
Mechanics, Chemistry. Dauntesey Medical Scholarships.— 
Two Scholarships of £35 each are open to all students 
preparing for a medical course who shall not have 
attended lectures or Laboratory courses on human 
anatomy or physiology, or a purely medical or surgical 
course in the Owers College or any other Medical 
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School in the United Kingdom. Candidates will te 
examined in Zoology, Botany, and Chemistry. Medals are 
awarded on the results of the various class examinations 
at the end of each session. A Platt Physiological Scholar- 
ship of £50 a year for two years is offered annually to the 
student who, having studied for one entire session in the 
Physiological Laboratory of Owens College, has prosecuted 
the best original investigation in Physiology and has passed 
a satisfactory examination in Physiology. Two Platt 
Exhibitions, of the valae of £15 each, to be competed for 
by first and second year students in the class of Physiology. 
A Dumville Surgical Prize of £15 is offered annually for 
proficiency in Clinical Surgery. The Tarner Medical Scholar- 
ship of £20 is awarded annually. The John Henry Agnew 
Ssholarship in Diseases of Children (£30) is also offered 
for competition each year. Medical and Surgical Clinical 
Prizes, each of the value of 6 guineas, are open to com- 
petition each year for the best reports (with comments) of 
cases whick have occurred in the wards of the infirmary. 

MANCHESTER RoyAu INFIRMARY (300 beds).—Consult- 
ing Physicians: Drs. Frank Renaud, H. Browne, Sir Wm. 
Roberts, and Henry Simpson. Consulting Surgeons: Messrs. 
George Bowring, EK. Lund, and F. A. Heath. Physicians : 
Drs. D. J. Leech, J. Dreschfeld, Graham Steel!l, and Thos. 
Harris. Assistant Physicians: Drs. J. 8. Bary and A. T. 
Wilkinson. Consulting Obstetric Physician: Dr. Lloyd 
Roberts. Obstetric Physician : Dr. Archibald Donald. Sar- 
geons: Messrs. Walter Whitehead, Thomas Jones, Jas. 
Hardie, and F. A. Southam. Assistant Surgeons : Messrs. 
G. A. Wright and Wm. Thorburn. Ophthalmic Surgeon : 
Dr. D. Little. Dental Surgeon: Mr. G. W. Smith. Patho- 
logical Registrar: Dr. T. N. Kelynack. Medical Registrar : 
Dr. R. T. Williamson. Surgical Registrar: Mr. H. W. 
Pomfret. Administrators of Anesthetics: Mr. Alexander 
Wilson and Mr. J. W. Smith. Assistant Medical Officers 
for Home Patients: Mr. W. B. Pritchard and Mr. G. E. 
Fryer. General Superintendent and Secretary: Mr. W. L. 
Saunder. 

BARNES CONVALESCENT HOSPITAL, Cheadle, Cheshire (in 
connexion with the Manchester Royal Infirmary; 136 
beds).—Secretary: Mr. W. L. Saunder. Resident Medical 
Officer: Mr. A. R. Stillwell Freeland. 


RADCLIFFE INFIRMARY, Oxford (120 beds).—At this 
infirmary iastruction is given to medical students attend- 
ing Oxford University. Clinical lectures are given by 
the Lichfield Clinical Lecturers in Medicine and Surgery. 
Also tutorial instraction and demonstrations are given 
in special Regional! Anatomy (medical and surgical), 
methods of Medical Diagnosis, and Surgical Manipulation. 
Demonstrations of Elementary Pathology are given in the 
post-mortem room and at the Pathological department 
of the museum by the Regius Professor of Medicine or his 
Deputy. Practical Pharmacy is taught in the Infirmary 
Dispexsary. The whole course of study at the museum and 
infirmary combined is intended for students until they have 
passed the Second Conjoint Examination or the First 
Oxford M.B. 

UNIVERSITY COLLEGE, SHEFFIELD— DEPARTMENT OF 
MEDIcINE.—The Medical School has recently been incor- 
porated by Royal Charter with Firth College and the 
Sheffield Technical School, under the title of University 
College, Sheffield. An entrance scholarship of the value 
of £110 will be awarded to the best candidate (if of 
sufficient merit) in Mathematics, Elementary Physics, 
Inorganic Chemistry, Latin, and English. The examina- 
tion will be held at the College on Sept. 23rd and 
24th. Applications to be sent to the Dean not later than 
Sept. 16th. Prizes for Clinical Medicine and Surgery 
of 10 guineas are offered by the Clinical Committee. 
Prizes in books and certificates are awarded annually. The 
medical school is provided with dissecting-room, physiological 
laboratory, museum, library, and class-rooms. The physio- 
logical department has recently been entirely reconstructed 
and cauipped in memory of the late President of the school, 
Mr. Wm. F. Favell, and will in fature be called the Favell 
Laboratory. The department consists of a lecture and 
demonstration theatre, preparing-room, and galvanometer 
room. In addition to the usual fittings the theatre is pro- 
vided with a projection lantern microscope for the demon- 
stration of microscopic slides. Each student has his own 
laboratory bench, with gas, water, electric light, and the 


requisite apparatus. The department is lighted throughout 
by electricity. The course of lectures and instruction is 
adapted to meet the requirements of the various examining 
bodies. The Sheffield Royal Infirmary contains 240 beds, 
inclading and Dermatological departments, 
a museum of Pathology, library, and post-mortem theatre, 
with microscopes and all the appliances for clinical 
research. New Ophthalmic wards have recently been 


erected. The Sheffield Royal Hospital contains 125 beds and 


a Dental department, and is reccgnised by the examining 
bodies. Perpetual fee for hospital practice £45 in one pay- 
ment ; or by two instalments : £26 on entering for hospital 
practice, and 22 guineas within twelve months afterwards. 
Composition fee for lectures and practical courses 60 guineas ; 
or in two instalments: 35 guineas at commencement of 
medical study, 30 guineas at beginning of the second year. 
Students are also admitted to the practice of the Jessop 
Hospital for Diseases of Women, to the Borough Fever 
Hospitals, and the South Yorkshire Asylum. 

Jessop HospITAL FOR WOMEN, Gell-street, Sheffield.— 
The hospital is devoted to Diseases peculiar to Women. 
There is also an Obstetric Department for the admission of 
a small number of cases. A staff of midwives connected 
with the hospital attend lying-in women at their own homes, 
and, in case of need, are assisted by the members of the 
medical staff. Out-patients are attended daily. Students 
can attend the practice of the hospital and be supplied with 
cases of midwifery. Communications should be addressed 
to the Secretary, York Chambers, York-street, Sheffield. 

AND EXETER Exeter.—Medical and 
Surgical Staff: Consulting Physician: Dr. Drake. Phy- 
sicians: Drs. H. Davy, Arthur G. Blomfield, and Wm. 
Gordon. Consulting Surgeons : Messrs. A. J. Cumming, T. W. 
Caird, and James Bankart. Surgeons : Messrs. J. D. Harris, 
E. J. Domville, Charles E. Bell, and A. C. Roper. House 
Surgeon: Mr. Henry Andrew. Assistant House Surgeon : 
Mr. W. Ashford. The hospital contains 218 beds (in- 
cluding special children's wards), and has a good library, 
museum, dissecting room and post-mortem room. Attendance 
on the practice of this hospital qualifies for all the examining 
boards. Arrangements can be made by which students can 
attend Midwifery. There is also a Nurses’ Home attached 
to the Hospital. For further particulars as to fees &c. 
—» the House Surgeon. A new wing bas late'y been 


West OF ENGLAND Eye InrirMAry, Exeter.—Physician : 
Dr. William Gordon. Surgical Staff: Messrs. Bankart and 
Tosswill. Assistant Surgeon and Registrar: Mr. Roper. 
Secretary: Ernest W. Toby. The infirmary contains fifty 
beds. Students of the Exeter Hospital can attend the 
practice of the Eye Infirmary. Patients for the year ending 
Michaelmas, 1896, 2818. Total number of patients since the 
opening of the Infirmary in 1808, 90,359. Days of admission : 

ondays, Tuesdays, and Fridays, at 11 A.M. 

KENT AND CANTERBURY GENERAL HospiITAL.—Opened 
for the reception of patients April 26th, 1793. 56,553 in- 
patients and 100,589 out-patients have been admitted since 
the hospital was opened. The hospital contains 106 beds. 
Papils of the staff are admitted to the practice of the hos- 
pital, and have the use of the library of the East Kent and 
Canterbury Medical Society for £7 7s. Operation day, 
Thursday, 11 A.M. Physician: Dr. Henry Alex. Gogarty. 
Consulting Surgeon: Mr. James Reid. Surgeons: Messrs. 
Frank Wacher, T. Whitehead Reid, J. Greasley, and Sydney 
Wacher. Dentist: Mr. R. S. N. Faro. House Surgeon : 
Mr. J. H. Joyce. Assistant House Surgeon: Mr. E. C. 
Frend. Secretary: Mr. Arthur J. Lancaster. Over 700 in- 
patients, 2000 out-patients and casualties, and 357 dental 
cases are attended in a year. 

LIVERPOOL .NORTHERN HospiTat (160 beds) —There is 
2 special ward for the trextment of children. Clinical 
instruction is regularly given by the physicians and surgeors 
during the summer and winter sessions. Clinical clerkships 
and dresserships are open to all students without additional 
fee. Consulting Surgeons: Mr. W. H. Manifold and Dr. W. 
Macfie Campbell. Physicians: Dr. E. H. Dickinson, 
M.A.; Dr. Bushby. Surgeons: Messrs. Chauncy Pazey, 
Damer Harrisson, and A H. Wilson. [Fees for hospital 
attendance: Perpetual, £26 5s.; one year, £10 10s. ; 
six months, £7 7s.; three months, £4 4s.; Practical 
Poarmacy, £2 2s. Students can enter to the medical or 
the surgical practice separately on payment of half the 
above fees. The foundation-stone of a new hospital of not 
less than 200 beds has been laid during the past year, in 
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which there will be every facility for clinical teaching and 
accommodation for resident pupils. 

LiverPooL RoyAL SOUTHERN HospiTaAL (CLINICAL 
ScHooLs). — Honorary Consulting Surgeon : Mr. Robert 
Hamilton. Honorary Physicians : Drs. J ohn Cameron, Wm. 
Carter, and Wm. Williams. Honorary Surgeons: Meesre. 
Henry G. Rawdon, Wm. Alexander, and Robert Jones. 
Consulting Pathologist : Dr. R. W. Boyce, Professor of 
Pathology, Liverpool University College. Lecturer on Prac- 
tical Medicine: Dr. C. J. Macalister. Sargical Tutor: 
Mr. W. H. C. Davey. Pathologist : Dr. F. H. Barendt. 
Medical Tutor and Bacteriologist : Dr. H. R. Jones. 
Honorary Ophthalmic Surgeon : Mr. R. Williams. Honorary 
Aural Surgeon: Mr. C. G. Lee. Honorary Laryngologist : 
Dr. W. Permewan. Demonstrator of Roentgen Rays: Dr. 
Thurston Holland. Honorary Dental Surgeon : Mr. J. Royston. 
House Surgeon: Dr. J. A. Craig. Junior House Surgeons : 
Dr. Barlow and Dr. Kewley. The hospital is situated 
within convenient distance of the School of Medicine and 
contains 200 beds. There are special wards for accidents 
and Diseases of Children, and there are also beds appropriated 
to the Diseases of Women. Clinical teaching is given in the 
hospital, and arrangements have been made to render it both 
thorough and systematic. The members of the staff visit 
the wards daily, and clinical lectures are given every week. 
Tutorial classes are also held each day at which the junior 
students are instracted in the methods of diagnosis and the 
seniors are prepared for their final examinations. The patho- 
logical department bas a good laboratory attached in which 
the students receive practical instruction. Recently a 
bacteriological laboratory has been added, where students 
are able to obtain a practical knowledge of bacteriology in 
relation to medicine. In connexion with the hospital a 
course of instruction for gentlemen desirous of obtaining a 
Diploma in Public Health is given, and with this object a 
chemical laboratory under Mr. Herbert Davies, M.A. Camb., 
B 8c. Lond., has been opened. In addition to the usual 


clinical and post-mortem clerkships, which are open to all 


and surgeons s0 comfortably lodged. Each is provided 
with a bedroom and a private sitting-room in addition to 
the music-room and dining-room, where all the seven resi- 
dents meet in common. James Burr, M.D., Secretary of 
Medical Board, 72 Rodney-street, Liverpool. 

NorRFOLK AND NORWICH HospiTAL (220 beds).—Fees : 
£10 10s. for six months’, £15 15s. for twelve months’ medical 
and surgical practice. Papils: resident and non-resident. 
Consulting Physicians : Sir P. Eade, M.D., and Sir Frederic 
Bateman, M.D. Consulting Surgeon: Mr. W. _Cadge, 


Surgeons: Mr. Williams, Dr. Beverley, and Mr. H. 38. 
Robinson. Assistant Surgeons : Mr. S. H. Barton and Mr. 
D. D. Day. Dental Surgeon : Mr. R. Wentworth White. 
House Surgeon : Mr. H. A. Ballance. House Physician : Mr. 
S. H. Long. Secretary : Mr. Poole Gabbett. 

NoRTHAMPTON GENERAL INFIRMARY (established 1743; 
rebuilt 1793).—The number of beds is 160. Out-pupils are 
received, and have every opportunity of acquiring a practical 
knowledge of their profession. Instruction is also given in 
Anatomy and Materia Medica and Practical Pharmacy. Non- 
resident pupils are taken at a fee of £10 10s. 

NorTH STAFFORDSHIRE INFIRMARY AND Eye 
H Stoke-on-Trent.—The New Infirmary, opened in 
1869, is built on the pavilion plan, has accommodation for 
over 200 patients, including Children’s wards, special Ovarian 
wards, and a special department for the treatment of Diseases 
of the Eye. In-patients last year, 1957 ; out-patients, 9822. 
The attendance of pupils at this infirmary is duly recognised 
by all the examining boards ; and there are unusual facilities 
for acquiring a practical knowledge of the profession. Phy- 
sician : Dr. A. M. McAldowie. Surgeons: Messrs. J. Alcock 
and W. D. Spanton. Ophthalmic Surgeon : Mr. Herbert 
Folker. Assistant Ophthalmic Surgeon : Mr. J. F. Arlidge. 
Assistant Physicians: Dr. §. King Alcock and Mr. H. 
Nicholls. Assistant Surgeons : Drs. G. S. Hatton and Ww. 
Hind. Dental Surgeon : Mr. A. Baines. House Physician : 
Dr. William C. Allardice. House Sargeon: Mr. John L. 
Sawers. Secretary: Mr. R. Hordley, Hartshill, Stoke-on- 


Trent. 


Practice), £15 15s. per quarter. The practice of the hospital 


is recognised by all examining bodies. For further par- | Medicine and Surgery. The pupils have the advantage of 


seeing the whole of the practice of the physicians and 
surgeons, and are trained in clinical work by the medical 
and surgical staff. The attendance of pupils at this hospital 
is recognised by all the examining boards. Operations are 
performed every Thursday at 11 o'clock. 

Sussex CounTY Hospital (190 beds).—Daring the year 
1896, 1710 in-patients have been treated. The total pumber 
of out-patient attendances on the books daring 1896 was 
30,847. This hospital affords ample facilities for students, 
sessing a large out-patient department, a library, and a 
well-appointed museum. The hospital does not take resident 
pupils, but out-pupils may attend the practice of the hospital 
for any period not exceeding two years on payment in 
advance of such a fee, not exceeding 20 guineas, as the 
Committee of Management shall direct. 


new Royal Infirmary were completed and occupied in 1890. 
They stand on the old site, adjacent to the college, but 
enlarged by the purchase of a fine frontage in Pembroke- 

lace and of the street known as Pembroke-gardens. 
Externally, they form a handsome and imposing group of 
buildings, the general arrangement of which may be 
gathered from the plan at the beginning of the prospectus. 


to secure good airing grounds for the patients, and the 
beauty of the buildings has been not a little enhanced by 
the numerous balconies, colonnades, and flat roofs adapted 
to the same purpose for both patients and resident 
staff. Internally. no point in modern sanitary science has 
been omitted. There are 295 beds exclusive of the Lock 
Hospital. The wards—some parallelograms, some circular— 
have floors of waxed oak blocks laid on an iron and 
cement substratum. Three operating theatres and a 
clinical lecture theatre have been provided. There is 
an electrical room, an? provision for special kinds of baths. 
The out-patient department comprises rooms for the treat- 
ment and study of minor medical and surgical maladies, 
for diseases of the eye, skin, larynx, nose, and teeth, 
as well as a gynecological department. There is also 
a Lock Hospital. A room has been allotted to the clinical 
tutors, in which they may keep their records, whilst each 
surgeon and physician has a private room in connexion 
with his wards, where his dressers and clerks may write 
up and tabulate cases and investigate morbid products. 
The pathological department, which is daily becoming of 
more importance in medical education, has had much pains 
expended upon it, so as to give proper facilities for the 
study of morbid anatomy. It is hoped that the facilities 


beds, including 28 for scarlet fever. The medical s' 
visit the hospital daily at 10 a.m. Clinical instruction is 
given by the medical staff at the Hospital and Dispensary. 
Out-patients are seen daily at 9A.M. at the Dispensary, 
Gartside-street, Manchester. Physicians: Drs. Ashby and 
Hutton. Sargeon: Mr. G. A. Wright. Assistant Surgeon : 
Mr. Joseph Collier. Resident Medical Officers : H. E. Izard, 
M.R.C.S., and A. H. Burgess, M.B. Medical Officer at the 
Dispensary : Mr. J. Hepworth, M.R,C.S. During 1896 there 
were 1296 in-patients, and 11,502 out-patients were under 
treatment at the Dispensary. 

THE MANCHESTER CLINICAL HospiTaL FOR WOMEN AND 
CHILDREN, Cheetham-hill-road, Manchester.—The hospital 
is situated near the centre of the town and contains 70 beds. 
Oat-patients are seen daily at 9.30 A.M. and the wards are 
visited at 11 a.M. The hospital practice is open free to 
students and practitioners both in the out-patient depart- 
ment and in the wards during the hours of the medical staff. 
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Applications to be made to the secretary, Mr. H. Teague, 
Barton Arcade, Manchester. 


SCOTLAND. 


MEDICAL SCHOOLS WITH FULL CURRICULUM.? 
EDINBURGH. 


ScHooL oF MEDICINE OF THE ROYAL COLLEGES, 
Edinburgh.—The number of students varies much in 
the classes and subjects. It is within the limit to say 
that about 1000 students avail themselves each year 
of the opportunity of attending the school. ‘The 
lectures qualify for the University of Edinburgh and 
other Universities, the Royal Colleges of Physicians and 
Surgeons of Edinburgh, London, and Dublin, the Faculty 
of Physicians and Surgeons of Glasgow, and other Medical 
and Sargical and Public Boards. In accordance with 
the recent Statutes of the University of Edinburgh 
one-half of the qualifying classes required for gradua- 
tion may be attended in this school. The regulations 
require that the fee for any class, taken for Edinburgh 
University graduation, shall be the same as that for the corre- 
sponding class in the University. The wholeeducation required 
for graduation at the University of London may be taken in 
this school. 

In accordance with the statutes of the University of 
Edinburgh, one-half of the qualifying classes required for 
graduation may be attended in this school, in addition to 
the class of Practical Materia Medica and the classes of 
Clinical Medicine and Clinical Sargery. The regulations re- 
quire that the fee for any class taken for graduation in Edin- 
burgh shall be the same as that for the corresponding class in 
the University. The whole education required for graduation 
at the University of London may be taken in this school. 

The following Order of Study is recommended as a guide 
to the student for a five years’ course, though not enjoined :— 
First Year : Biology, Physics, Anatomy, Practical Anatomy, 
Chemistry, and Practical or Analytical Chemistry. Second 
Year: Anatomy, Practical Anatomy, Physiology, Practical 
Physiology, Surgery, and Materia Medica—the last either 
in this or the Third Year—and Hospital. Third Year: 
Practice of Medicine, Clinical Surgery, Practical Pharmacy, 
Clinical Medicine, Pathology, and Hospital. Fourth Year: 
Surgery or Clinical Surgery, Midwifery and Diseases of 
Women and Children, Practice of Medicine or Clinical 
Medicine, Medical Jurispradence, Practical Midwifery, 
Operative Sargery, and Hospital. Fifth Year: Classes on 
Special Sabjects, Hospital, and Dispensary Practice. 

The appointment of Resident Physician to the wards in the 
Royal Infirmary under the care of the Ordinary Physicians is 
open to those members of their clinical class who have clerked 
in their wards for at least six months. Six Residentships 
are appointed during the year for a period of six months 
each. Resident Surgeons are also appointed by the Ordinary 
Surgeons to the Hospital. In all respects the students are 
taught under regulations similar to those at the University 
of Edinburgh and the other Universities of Scotland, and 
they receive similar certificates at the close of each session. 
Moreover, the University and College authorities in Edir- 
burgh and the governing board of the school call upon each 
recognised lecturer to supply them at the close of each 
session with a statement giving the number of students 
attending the class, the number of lectures or prelections 
delivered during the session, the class examinations held, 
and the general mode of conducting the class. The 
courses on special non-qualifying subjects have for the last 
quarter of a century formed a marked feature of the school. 
Indeed, such medical subjects could be studied in Edinburgh 
only in this school until lately, when the University of 
Edinburgh appointed from the school lecturers on Diseases 
of the Eye, Insanity, and Diseases of Children to take 
charge of classes intra-murally. A list of the classes and 
lecturers will be found below. Special courses of instruction 
for dental students and for women are also included in the 
curriculum of this school. 

Lecturers and fees.—Winter Session : Anatomy, Practical 
Anatomy, and Demonstrations, Drs. Ryland Whitaker and 
R. J. A. Berry (£3 5s. and £4 4s.); Chemistry (Practical, 
&c.), Dr. 8. Macadam, Mr. King, Mr. I. Macadam, and Drs. 


1 For Scholarships see p. 521, et seq. 


Aitken and Readman*; Physiology (Institutes of Medicine), 
Dr. Noél Paton (£3 5s.); General Pathology, &c., Drs. 
Bruce, Russell, and Leith (£3 5s.); Botany, Mr. A. N. 
McAlpine +; Practice of Physic, Drs. Wyllie, James, 
Atlleck, Bramwell, Gibson, Philip, and Graham “Brown 
(£3 5s.); Surgery. Messrs. Caird, Hodsdon, Shaw Maclaren, 
Thomson, and Wallace (£3 5s.); Materia Medica, {c., 
Drs. Craig + and Lockhart Gillespie (£3 5s.); Mid- 
wifery, &c., Drs. Hart, Murray, and Haultain (£3 5s.); 
Medical Jarisprudence, &c., Dr. Littlejohn (£3 5s.) ; Natural 
History, Mr. J. Arthur Thomsont+ (£3 5s); Natural 
Philosophy, Dr. Turner and Mr. Parvis (£3 5s.); Hospital 
Practice (Edinburgh Royal Infirmary): Physicians, Drs. 
Affieck, Smart, James, and Croom; Surgeons, Messrs. 
Duncan and Miller, Drs. Maclaren and MacGillivray 
(perpetual ticket, £12 12s.); Clinical Medicine, Drs. Wyllie, 
Affleck, Smart, James, and Croom (Diseases of Women) 
(£3 5s.); Clinical Surgery, Mr. Duncan, Mr. Miller, Dr. 
Maclaren, and Dr. Macgillivray (£3 5s.); Diseases of 
Children, Mr. Joseph Bell,t Drs. Burn-Murdoch,+ Thomson, ¢ 
Ballantine,+ and Dunlop +t (£2 2s.); Diseases of the Skin, 
Drs. Jamieson+ and Stirling+ (£2 2s.); Diseases of the 
Chest, Dr. Philipt (£2 2s.) ; Vaccination, Drs, Husband, t 
Buist,t and Cadell (£1 1s.); Diseases of Ear, Nose, and 
Throat, Drs. Kirk, Dancanson,t and McBridef (£2 2s.) ; 
Diseases of the Eye, Dr. G. Mackay,f and Dr. Symft 
(£2 2s.); Gynecology. Drs. Croom (Systematic), Brewis 
(Clinica)), and Berry Hart (Advanced) (£2 2s.); Diseases 
of the l'ropics and Climatology, Dr. Felkint (£2 2s.). 
Summer Session: Practical Anatomy and Demonstrations, 
Drs. Ryland Whitaker and R. J. A. Berry (£2 2s.) ; Practical 
Physiology, Dr. Paton (£3 3s.); Biology, Messrs. Thomson 
and Tarnbulit (£3 3s.) ; Botany, Messrs. McAlpine and Turn- 
bull; Practical Chemistry and Analytical Chemistry, Dr. 8. 
Macadam, Messrs. King, I. Macadam, Drs. Aitken and Read- 
man§; Diseases of the Eye, Dr. Mackay{t (£2 2s.) ; 
Diseases of the Skin, Drs. Allan Jamieson and Stirling 
(£2 2s.); Medical Psychology and Insanity. Drs. Tuke 
and Macpherson (£1 1s.) ; Gynzcology, Drs. Brewis 
and Haultain (£2 2s.); Midwifery, Drs. Croom, Hart, 
Barbour, and Ferguson (£3 5s.) ; Operative Surgery, Messrs. 
Caird, Hodsdon, Shaw, McLaren, and Alexis Thomson 
(£3 3s.); Practical Pathology, Drs. Bruce, Russell, and 
Leith (£3 3s.); Physics, Dr. Tarnert (£3 3s.); Practical 
Medicine and Physical Diagnosis, Dr. James (£3 3s.) ; Prac- 
tice of Medicine, Drs. Bramwell, Gibson, and Philip (£3 33.) ; 
Medical Electricity, &c., Dr. Turner (£2 2s.); Diseases of 
the Circulation, Dr. Gibson (£2 2s.). 

Special Classes for Women, Winter Session: Practical 
Anatomy and Demonstrations, Drs. Ryland Whitaker and 
Hardie (£4 4s.); Chemistry (Lectures and Practical), 
Mr. Ivison Macadam and Dr. Aitken (£3 5s. and £3 3s.) ; 
Practice of Physic, Drs. Philip and Graham Brown 
(£3 5s.); Surgery, Mr. Thomson and Mr. McLaren 
(£3 5s.); Generat Pathology, Dr. Russell (£3 5s.) ; 
Physiology (Institutes of Medicine), Dr. Noél Paton 
(£3 5s.); Practical Pathology, Dr. Brace, &c. (£3 5s.) ; 
Materia Medica, &c., Dr. Craig (£3 5s.); Clinical 
Medicine, Dr. Bramwell, Royal Infirmary (£3 5s.); 
Clinical Surgery, Royal Infirmary (£3 5s.); Physics, Dr. 
Dawson Turner (£3 3s.); Biology, Mr. Thomson and Mr. 
Tarnbull (£3 3s.) ; Diseases of Children, Mr. Bell, Dr. 
Barn-Mardoch, and Dr. Cumming (£2 28.) ; Vaccination, Dr. 
Husband and Mr. Cadell £1 1s.) ; Diseases of the Tropics 
and Climatology. Dr. Felkin (£2 2s.) ; Practical Gynecology, 
Dr. Brewis (£2 2s.). Summer Session : Practical Anatomy, 
Dr. Ryland Whitaker and Mr. Hardie (£2 2s.); Practical 
Chemistry, Mr. Ivison Macadam and Dr. Aitken (£3 33.) ; 
Materia Medica, &c., Dr. Craig (£3 3s.) ; Operative Surgery 
and Surgical Anatomy, Mr. Alexis Thomson and Mr. 
McLaren (£3 3s.) ; Materia Medica and Therapeutics, vacant 
(£3 33.) ; Midwifery and Diseases of Women, Drs. Sophia 
Jex-Blake and R. Milne Murray (£3 5s.); Medical Jaris- 
prudence and Public Health, Dr. Harvey Littlejohn (£3 5s.) ; 
Clinical Medicine and Clinical Surgery, Royal Infirmary 
(£3 5s.); Practical Physiology and Histology, Dr. Paton 
(£3 3s.) ; Practical Pathology, Dr. Russell (£3 3s.) ; Biology, 
Mr. Arthur Thomson and Mr. Turnbull (£3 3s.) ; Physics, 
Dr. Dawson Tarner (£3 3s.) ; Diseases of Children, Mr. Bell, 
Dr. Burn-Murdoch, and Dr. Cumming (£2 2s.) ; Ophthal- 
mology, Dr. Mackay (£2 2s.); Insanity, Dr. Tuke and 
Dr. Macpherson (£2 2s.) ; Practical Gynecology, Dr. Brewis 
(£2 23.). 

The minimum cost of the education in this School 
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of Medicine for the Triple Qualification of Physician and 
Surgeon from the Royal Colleges of Physicians and Surgeons 
of Edinburgh and the Faculty of Physicians and Surgeons 
of Glasgow, including the fees for the Joint Examinations, 
is abotit £115, which is payable by instalments during the 
period of study. 

Farther particulars regarding the school, also its calendar, 
may be had on application to Mr. R. N. Ramsay, the Secre- 
tary, 24, Forrest-road, Edinburgh. 

* Lectures, £3 5s.; Practical, £3 3s.; Analytical, £2 a month, 
or £5 for three months. + Also in Summer Session. t Also in 
Winter Session. § Practical, £3 3s.; Analytical, £22 a month, or £5 
for three months, 

N.B.—Where two or more lecturers appear as teaching the same 
subjects their lectures are not conjoined, but each gives an independent 
course. 

GLASGOW. 


ANDERSON’S COLLEGE SCHOOL, Glasgow. — 
This medical school was founded in the year 1800. It has 
given twelve professors to the University of Glasgow, 
of whom three at present hold office. The following 
courses are given, which qualify for all the licensing bourds 
and for the Universities of London, Durham, Ireland, 
Edinburgb, and Glasgow (the latter two under certain con- 
ditions) :—In winter: Anatomy, Professor A. M. Buchanan, 
MA., M.D.; Chemistry, Professor J. Robertson Watson, 
M.A.; Physics, Professor Peter Bennett; Zoology, Pro- 
fessor Geo. Bell M.B.; Physiology (vacant) ; 
Surgery, Professor T. Kennedy Dalziel, M.B.; Practice 
of Medicine, Professor Samson Gemmell, M.D.; Mid- 
wifery and Diseases of Children, Professor John Edgar, 
M.A, B.Sc., M.D.; Materia Medica, Professor R. Barclay 
Ness, M.A., M.B.; Botany, Professor Lb. G. Cormack, 
M.A., BSc.; Ophthalmic Medicine and Sargery, T. Spence 
Meighan, M.D.; Aural Sargery, James Erskine, M.A., 
M.B.; Diseases of Throat and Nose, John Macintyre, 
M.B.; Hygiene and Public Health, In summer: Anatomy, 
Practical Anatomy’ and Oasteology, Practical Chemistry, 
Physics, Zoology, Practical Materia Medica and Phar- 
macy, Practical Physiology, Operative Surgery, Medical 
Jurisprudence; Botany; Ophthalmic Medicine and 
Surgery; Mental Diseases; Hygiene and Pablic Health, 
and Aural Sargery. The Chemical Laboratory is open 
daily from 10 to 6. The Dissecting-room is open in winter 
from 9 A.M. to 6 P.M., and in summer from 6 A.M. 
to 6p.m. The students are assisted in their dissections by 
the Professor and Demonstrators, by whom frequent exa- 
minations and demonstrations on the parts dissected are 
conducted. ‘The supply of subjects for dissection is ample, 
and students are consequently provided with parts as soon 
as they may be ready for them. The Dissecting-room is 
provided with a complete series of dissected specimens, 
mounted in plaster-of-Paris, illustrating the anatomy of 
the human body. Candidates for the licence in Dental 
Surgery can obtain the full medical curriculum in Anatomy, 
Chemistry, Physiology, Surgery, Practice of Medicine, and 
Materia Medica. The courses special to Dentistry are con- 
ducted at the Glasgow Dental Hospital and School. 

The new buildings are situated in Dumbarton-road, im- 
mediately to the west of the entrance to the Western 
Infirmary, within two minutes’ walk of it, and four minutes’ 
walk of the University. Extensive accommodation is pro- 
vided for Practical Anatomy, Practical Chemistry, Practical 
Physiology, Practical Pharmacy, Public Health, and Operative 
Surgery. There are also provided a large library and reading- 
room and a students’ recreation-room. ‘ 

/ees.—¥or each of the above courses of Lectures (Ana- 
tomy, Chemistry, Botany, Zoology, and Mental Diseases 
excepted), first session. £2 2s.; second session, £1 1s. 
Anatomy Class Fees : Winter, first session (including Prac- 
tical Anatomy), £4 4s. ; second session (including Practical 
Anatomy), £4 4s. ; third session, £2 2s. ‘To those who have 
had the necessary courses of Practical Anatomy the fee 
will be £1 1s. Sammer, Lectures and Practical Anatomy, 
£2 12s. 6d ; Lectures alone, £1 11s. 6d. ; Practical Anatomy 
alone, £1 1s. ; Osteology and Practical Anatomy, £2 12s. 6d. ; 
Osteology alone, £1 lls 6d. Chemistry Fees : First course, 
£2 2s.; second course, £2 2s. Practical Materia Medica and 
Pharmacy. Fees.—First course, £2 2s. Second course, 
£2 2s. Botany fee, £1 lls. 6d. Zoology fee, £1 11s. 6d. 
Mental Diseases, £1 1s. Matriculation Fees: Winter, 10s. 
to those taking out two or more classes ; 5s. to those taking 
out only one class. The fee of 10s. represents a combined 
fee for the winter and summer sessions. Sammer, 5s., except 
‘~o these who have paid a fee of 10s. for the Winter Session. 


Students who have attended classes at other schools, and 
who desire to pursue their studies at Anderson's College 
Medical School, will be admitted to such classes as they may 
have attended elsewhere at the reduced fees. 

Royal Infirmary.—¥Fees: Hospital Practice and Clinical 
Instruction, first year, £10 10s. ; second year, £10 10s.; 
afterwards free. Six months, £6 6s.; three months, £4 4s.; 
Pathology, both courses, £3 3s. Vaccination Fee, £1 1s. 

Western Infirmary. — Fees: Hospital Practice and 
Clinical Instruction, first year, £10 10s.; second year, 
£10 10s.; afterwards free. Six months, £7 7s ; three 
months, £4 4s. Pathology, first course, £3 3s.; second 
course, £2 2s. Practical Pathology, first course, £3 33., 
second course, £2 2s. Vaccination Fee, £1 1s. 

Eye Infirmary.—¥ee: Hospital Practice and Clinical 
instruction, six months, £1 1s. 

Certificates of attendance on the lectures at Anderson’s 
College Medical School are received by the Universities of 
London, Durham, Ireland, Edinburgh, and Glasgow (the 
latter two under certain conditions) ; by the Royal Colleges 
of Physicians of London and Edinburgh ; by the Royal 
Colleges of Surgeons, England, Edinburgh, and Ireland ; 
by the Royal College of Physicians of Ireland; by 
the Faculty of Physicians and Surgeons of Glasgow ; by the 
Society of Apothecaries, London ; and by the Army, Navy, 
and East India Boards. Communications relating to the 
Medical School to be addressed to the Secretary of the 
Medical Faculty, Professor A. M. Buchanan, M A., M.D., 
Anderson’s College Medical School, Dambarton-road, 
Partick, Glasgow. Communications relating to the Pre- 
liminary Examination in General Education to be addressed 
to Mr. Alexander Mackay, LL.D., Educational Institute 
Office, 40, Princes-street, Edinburgh. Communications 
relating to the Triple Qualification to be addressed to 
Mr. Alexander Duncan, B.A., Faculty Hall, 242, St. 
Vincent-street, Glasgow. Communications relating to the 
Dental School to be addressed to Mr. D. M. Alexander, 97, 
West Regent-street, Glasgow. 

At Anderson's College Medical School Professorships of 
Physics and Zoology and a Lectureship on Mental Diseases 
have been recently instituted. Lectures on Physics and on 
Zoology are delivered in winter and summer, and lectures on 
Mental Diseases in summer, the fee for Mental Diseases 
being £L1s. The Kerr Barsary in Anatomy (value £10) is 
open to students of the Junior Anatomy Class during Winter 
Session 1897-98. 

St. Mune@o’s COLLEGE AND GLASGOW INFIR- 
MARY.—This College was incorporated in 1889. The 
Glasgow Royal Infirmary was founded in 1791. The 
Faculty of Medicine of the College occupies new buildings 
erected for the purposes of a medical school, adjoining and 
communicating with the Royal Infirmary. The Labora- 
tories, Museums, and Lecture-rooms are equipped and 
adapted to modern scientific requirements. Recent addi- 
tions consist of Public Health, Practical Zoology, and 
Bacteriological Laboratories. The Royal Infirmary, which 
is at the service of the College for the purpose of 
clinical and practical instruction, is one of the Jargest 
general and special hospitals in the kingdom. I: has 
nearly 600 beds, and will almost immediately have 
considerably over 600. It has special wards for Dis- 
eases Peculiar to Women, for Venereal Diseases, Ery- 
sipelas, Burns, and Diseases of the Throat and Nose. 
At the Dispensary special advice and treatment are given 
in diseases of the Eye, Ear, Teeth, and Skin, Women, 
Throat and Nose, in addition to the large and varied number 
of ordinary medical and surgical cases—over 46000 per 
annum—which in a great industrial centre daily require 
attention. Students of the College and Hospital get the 
benefit of dispensary experience free of charge. All appoint- 
ments are open. There are five Physicians’ and seven 
Surgeons’ Assistants, who board in the hospital free of 
charge and act in the capacity of House Physicians and 
House Surgeons. These appointments are made for six 
months, and are open to gentlemen who have a legal qualifi- 
cation in Medicine or Surgery, and preference is given to the 
students of this College and Hospital. Clerks and Dressers 
are appointed by the Physicians and Surgeons. From the 
large number of cases of acute disease and accidents of 
varied character received into this hospital these appoint- 
ments are very valuable. In the Patholegical Department 
assistants are also appointed. The session will open with an 
address on Wednesday, Oct. 20th, at the College buildings. 


Ophthalmic Department.—The Opthalmic Institution in 
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TABULAR LIST OF THE CLASSES, LECTURERS, AND 
FEES AT THE MEDICAL SCHOOLS OF SCOTLAND 
FOR THE SESSION 1897-98. 


(CONTINUED.) 


UNIVERSITY OF GLAS®OW, 
QUKEN MARGARET 


LECTURES, Ac. 
~ 
LKCTURERS. Frrs. 
WINTER SESSION. 
ANATOMY ... ... ... Dr. T. H. Bryce 33 0 
PRACTICAL ANATOMY AND} 
CHEMISTRY... ... ... Mr. T. Gray 330 
PRACTICAL CHEMISTRY Mr. 330 
\ Professor McKendrick, 
PHYSIOLOGY De. 3 30 
GENERAL PATHOLOGY... Dr. C. Workman 330 
Dr. J. W. Anderson 330 
SURGERY... Dr. J. H. Pringle $30 
Mr. Blyth 330 
MATERIA MEDICA ... ... C. O. Hawthorne 330 
‘4 vrofessor Cameron, 
MIDWIFERY... ... “Dr Kerr 3 0 
HOSPITAL PRACTICE ... ... Glasgow Royal year 
Infirmary | 10s.” 
CLINICAL MEDICINE ... ... Dr. J. Lindsay Steven b ond year 
CLINICAL SURGERY... ... ‘ Dr. Pringle | “£10 108. 
SUMMER SESSION. 
PRACTICAL ANATOMY AND; 
DEMONSTRATIONS Dr. T. H. Bryce 220 
Mr. W. H. Lang 330 
{ Professor Mc Kendrick, \ 
HISTOLOGY ... «of Dr. Snodgrass, and 330 
\ Dr. Fraser Harris J 
PRACTICAL PHARMACY ae Dr. C.O. Hawthorne | 3 3 0 
MEDICAL JURISPRUDENCE Dr. Galt | 83 @ 
DISEASES OF THE KYE... .... Dr. Maitland Ramsay 220 
Professor Young and |? 
INSANITY ... ... ... ... Yellowlees 220 
OPERATIVE SURGERY ... Dr. Pringle 220 
PRACTICAL PATHOLOGY Dr. Workman 330 


West Regent-street having been amalgamated with the Royal 
Infirmary the usefulness of this department is very much 
increased, and greater opportunities are afforded to students 
for the practical stady of Diseases of the Eye. Dr. Ramsay, 
the ophthalmic surgeon, attends the Royal Infirmary every 
Monday, Wednesday, and Friday at 12 noon, and daily at 
the Institution in West Regent-street from 1 to 2 o'clock. 
Students can attend both without payment of any additional 
fee. Leeturcs aie delivered twice a week during the winter 
session. Fee for the course, £2 2s. 

The fee for each class is £2 2s., except for Anatomy, 
which is £4 4s, Pathology £4 4s., Zoology £4 4s., 
Botany £3 3s., Practical Physiology, £3 3s., and for Physics, 
which is £2 4s. 6d., and certain extra classes, for which 
the fee is £t ls. The hospital fee (including clinical 
lectures) is £21 for a perpetual ticket. The classes in 
St. Mungo’s College and in the Glasgow Royal Infirmary 
are for male students exclusively. Further particulars can 
be obtained in the Calendar of the College (price 1s.), which 
can be obtained on application to the Dean, 86, Castle- 


street, Glasgow. Remittance should accompany application.‘ 


GLASGOW WESTERN MEDICAL ScHOOL.—This School is 
situated in University-avenue, close to the University and 
Western Infirmary, in which latter students obtain their 
Hospital Practice and Clinical Lectures. Lectures and 
Demonstrations are given on Chemistry, on Anatomy, on 
Surgery, on Physiology, on Midwifery and Gynxcology, and 
on the Eye. 

Class Fees.—¥or each course of Lectures the fee is £2 2s., 
or in some cases £1 1s. ‘There is no matriculation fee. 

QUEEN MARGARET ‘COLLEGE, University of Glasgow.— 
Queen Margaret College was founded in 1883 by the 
Glasgow Association for the Higher Education of Women 
(instituted in 1877), and handsome buildings and grounds 
near the University were presented to the College in 1884 
by Mrs. John Elder. In 1890 a School of Medicine for 
women was added to its Arts Faculty. In 1892, when the 
Universities Commissioners issued an ordinance empower- 
ing the Scottish University Courts to make provision for 
the instruction of women, the Council of the College and 


Mrs. Elder transferred to the University the College, its 
buildings, grounds, and endowments, on condition that 
these should be devoted to the maintenance of University 
classes for women only. ‘Ihe College then became the 
women’s department of the University of Glasgow; its 
classes are taught by professors of the University and other 
lecturers appointed by the University Court, and it is 
governed by the University Court and Senate. The curri- 
calum, regulations, and fees are the same as those of the 
male students, and the University degrees are open to 
women on the same conditions as to men. They have 
access to the University Museum and can borrow books 
from the University Library, besides having a library of 
reference in Queen Margaret College. The number of 
students enrolled in session 1896-7 was 249, of whom 82 were 
studying medicine, and the rest arts or science. The School 
of Medicine is a special feature of the College and gives full 
preparation for the medical degrees of the University. In July, 
1894, for the first time in the history of any Scottish university, 
women students graduated in medicine at the ‘‘capping’’ 
in Glasgow University. Excellent facilities for clinical 
work are given in the Royal Infirmary and other hospitals. 
By a gift of £5000 lately granted for the purpose by the 
Bellahouston Trust the University Court was enabled to add 
to the College a large new building for the study of 
Anatomy and Physiology, which was opened in October, 1895. 
The Arthur Scholarship is open every third year to students 
of first year entered the October previously to the award ; 
the George Grant Bursary is held by a woman student, and 
there are other Bursaries open in Arts as well as in Medicine ; 
and the Universities Commissioners have issued an ordinance 
making regulations for the admission of women to certain 
University bursaries, scholarships, and fellowships. A house 
of residence for the students of the College coming from a 
distance was opened bv the Queen Margaret Hall Co., 
Limited, in October of 1894. 


DUNDEE, 


UNIVERSITY COLLEGE, Dundee (University of St. Andrews). 
—The classes of this College qualify for graduation in the 
University of St. Andrews and are recognised by the other 
Scotch Universities ; they also qualify for the degrees of the 
University of London and the Royal University of Ireland 
and for the Licences of the Royal Colleges. Equipment is 
provided for the first three years of the medical curri- 
culum; and of recent years the laboratory accommoda- 
tion in the departments of Chemistry, Botany, Zoology, 
Anatomy, and Physiology has been largely added to. The 
Royal Infirmary of Dundee contains about 300 beds, and the 
clinical instruction and hospital attendance in its wards are 
recognised by the various aegree-giving and licensing 
bodies. The teaching staff of the school has lately been 
increased by the appointment of Lecturers on Medical 
Jurisprudence and Pablic Health, Mental Diseases, and 
Ophthalmology, and in these departments, as also in 
Operative Surgery and Practical Obstetrics, special 
facilities are offered to senior students. 

Scholarships :—¥First year : (2) Three Armitetead Scholar- 
ships of £20 each, tenable for one year. (These 
Scholarships were founded and endowed in 1883 by 
George Armitstead, Esq., M.P.) (+) Three Scholarships 
of £15 each, tenable for one year. Second year: Three 
Armitstead Scholarships of £20 each, tenable for one year, 
to be awarded to day students entering upon their second 
year. Candidates must have attended not less than two 
regular courses at the College during the year immediately 
preceding the competition. (c) Bute Bursary, founded in 
1893 by the Most Honourable the Marquess of Bute, K.T. ; 
this bursary consists of the free proceeds of £1000. (d) ‘'wo 
bursaries of the annual value of £25, and tenable for three 
years, either ‘at University College, Dundee, or at any 
Scottish University.’’ 

Fees.—Chemistry, £3 3s.; Prof. James Walker, D.Sc. 
Practical Chemistry: Winter £3 3s., Summer £2 2s.; Prof. 
James Walker, D.Sc. Physics: Winter £3 3s., Prof. 
Kuenen, Ph.D., M.A. Zoology, £3 3s., Prof. D’Arcy 
W. Thompson, M.A. Botany, £3 3s., Prof. Geddes. 
Anatomy, £3 3s.; Prof. Yule Mackay, M.D. Practical 
Anatomy: Winter £3 3s., Summer £2 2s. ; Prof. Yule 
Mackay, M.D. Physiology, £3 33.; Prof. E. W. Reid, B.A., 
M.B. Practical Physiology and Histology, £2 2s.; Prof. E. 
W. Reid, B.A., M.B. Surgery, £2 2s.; Dr. MacEwan. 
Operative Surgery, £3 3s.; Dr. MacEwan. Clinical Medicine, 
Drs. Stalker and Mackie Whyte. Clinical Surgery, Drs. 
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MacEwan and Greig. Hospital fee, £2 2s.; Dispensary, 
£2 2s. The Lectures and Classes for the winter session will 
commence on Tuesday, Oct. 5th. 

RoyAL INFIRMARY.—The infirmary contains 286 beds, 
including special wards for the Diseases of Children, Eye, 
and Lock cases. In addition, there were during last year 
7905 out-patients and 6366 home patients. The Royal 
Infirmary offers exceptional facilities for practical work to 
students. Three qualified Resident Assistants and Clinical 
and Pathological Assistants are appointed as vacancies 
occur. Appointments: Three qualified Resident Medical 
Assistants are appointed annually. Clinical Clerks and 
Dressers are attached to the Physicians and Surgeons, and 
students are appointed as assistants in the Pathological 
department. There is in connexion with the hospital 
course a class of Minor Surgery and Bandaging, conducted 
by the Assistant Surgeons, and a class of Practical Pharmacy 
and Materia Medica held at the Dispensary. Full informa- 
tion can be obtained from Dr. Nathan Raw, Medical 
Superintendent. 

RoyaAL ASyYLUM.—Clinical instruction is given at the 
Royal Asylum. Appointments: One paid qualified Resident 
Assistant and two unpaid Resident Clinical Assistants. 


ABERDEEN. 

ABERDEEN ROYAL LUNATIC AsyLUM.—Contaips, with 
hospital attached to main institution and Agricultural 
Branch, about 820 beds. Medical Superintendent: Dr. 
William Reid. Assistant Physicians: Drs. C. Angus and 
W. R. Matthews. Joint Secretaries: Mr. W. Carnie and 
Charles M. Brown. Clinical instruction is given to students 
during three months in summer. 

ABERDEEN ROYAL INFIRMARY.—Contains about 200 beds. 
Consulting Physicians: Drs. P. Blaikie Smith and James 
Rodger. Physicians : Drs. Angus Fraser, Professor Finlay, 
and George M. Edmond. Assistant Physicians: Drs. John 
Gordon, A. H. Lister, and Ashley W. Mackintosh. Con- 
sulting Surgeon: Dr. J. C. O. Will. Sargeons: Professor 
A. Ogston, Drs. R. J. Garden and J. McK. Booth. Assistant 
Surgeons: Drs. J. 8. Riddell, W. Sinclair, and J. Marnoch. 
Ophthalmic Sargeon: Dr. C. H. Usher. Pathologist: Pro- 
fessor David James Hamilton. Assistant Pathologist : Dr. 
George Dean. Dental Surgeon: Dr. W. H. Williamson. 
Anwsthetist and Medical Electrician: Dr. J. J. Y. Dalgarno. 
Assistant ditto: Dr. A. Radolph Galloway. Clinical Regis- 
trar: Dr. W. R. Pirie. Joint Treasurers and Secretaries : Mr. 
W. Carnie and Mr. Charles M. Brown. 


HOSPITALS AFFORDING FACILITIES FOR 
CLINICAL OBSERVATION. 


RoYAL INFIRMARY, Edinburgh.—Beds are set apart for 
clinical instruction by the professors of the University of 
Edinburgh. Courses of Clinical Medicine and Surgery are 
also given by the ordinary physicians and surgeons. Special 
instruction is given in the medical department on Diseases 
of Women, Physical Diagnosis, and on Diseases of the Skin ; 
and in the surgical department on Diseases of the Eye, the 
Ear, the Larynx, and the Teeth. Separate wards are devoted 
to Venereal Diseases, Diseases of Women, Diseases of the 
Eye, the Ear, and the Skin, and also to cases of Incidental 
Delirium or Insanity. Three wards are specially set apart 
for Clinical Instruction to Women Students. Post-mortem 
examinations are conducted in the anatomical theatre by 
the pathologists, who also give practical instruction in 
Pathological Anatomy and Histology. ‘The fees for hospital 
attendance are as follows—viz.: Perpetual ticket, in one 
payment, £12; annual ticket, £6 6s.; six months, £4 4s. ; 
three months, £2 2s.; monthly, £1 ls. Separate payments 
amounting to £12 12s. entitle the student to a perpetual 
ticket. No fees are paid for any medical or surgical ap- 
pointment. The appointments are as follows:—1l. Resident 
physicians and surgeons are appointed, and live in the house 
free of charge. ‘The appointment is for six months, but may 
be renewed at the end of that period by special recom- 
mendation. 2. Special non-resident clerks are appointed 
for six months. The appointment may be renewed for a 
like period by special recommendation. 3. Clerks and 
dressers are appointed by the physicians and surgeons. 
These appointments are open to all students and junior 
practitioners holding hospital tickets. 4. Assistants in the 
Pathological Department are appointed by the pathologists. 

RoyAL HOSPITAL FOR SICK CHILDREN, Sciennes-road, 
Edinburgh.—This hospital, which has been recently built, 


contains over 100 beds, and is fitted with every modern 
improvement. A fully equipped out-patient department 
(medical and surgical) is conducted daily in a building 
adjoining the hospital. Systematic courses of instruction, 
which qualify for graduation in the Edinburgh University 
and elsewhere, are given from time to time throughout the 
year by the staff. Students may enter at any time. A 
limited number of Clinical Clerkships are obtainable. Full 
particulars can be obtained from the Registrar at the 
hospital. 

EDINBURGH EYE, EAR, AND THROAT INFIRMARY, 6, 
Cambridge-street, Lothian-road.—Tbe Infirmary has been 
entirely re-arranged and greatly improved by recent struc- 
tural alterations and the electric light introduced; also the 
electric power is used for illumination and cauterising pur- 
poses in all departments. Clinical Lectures and Instruc- 
tion are given in this institution, which is open at 1 o’clock 
daily for out-door patients for Eye Diseases; Mondays, 
Thursdays, and Saturdays at 12 noon for out-door Ear 
Patients; and Tuesdays and Fridays at 4 p.m. for out- 
door Throat Patients. Special Practical Ophthalmoscopic 
Classes by arrangement. Patients whose diseases require 
operations or more than ordinary care are accommodated 
in the house. Consulting Surgeon: Dr. Joseph Bell, 
F.R.C.8. Surgeons: Dr. J. J. Kirk Duncanson, F.R.C.P.E. ; 
Dr. G. Hunter Mackenzie; Dr. William George Sym, 
F.R.C.8.E.; Dr. Alexander Black, F.R.C.P.E.; and Dr. 
Malcolm Farquharson. Dental Surgeon: Mr. G. W. Watson, 
L.D.S. ‘Treasurer apd Secretary: Mr. J. P. Waton, W.S., 
13, Hill-street. 

GLascow HosPITAL AND DISPENSARY FOR DISEASES 
OF THE EAR, 28, Elmbank-crescent.—The hospital, which 
contains twelve beds for in-door patients, is always open for 
urgent cases. Hours of surgeons’ visits, 2 P.M. daily; 
clinical teaching daily. Out-patients are seen on Mondays, 
Tuesdays, Wednesdays, Thursdays, Fridays, and Saturdays, 
at 2P.M., by Dr. Barr and assistants. Course of Lecutres 
ang Clinical Instruction given during winter months by 

. Barr. 

GLasGcow WESTERN INFIRMARY.—This hospital adjoins 
the University of Glasgow. Number of beds upwards of 

. Special wards are set apart for Diseases of Women and 
for Affections of the Skin. In the out-patient department 
there are special cliniques for Diseases of Women and for 
Diseases of the Throat, Ear, and Teeth. The Clinical 
Courses are given by the Physicians and Surgeons, each of 
whom conducts a separate class, and students require to 
enter their names at the beginning of the session for the 
class which they propose to attend. Special instruc- 
tion is given to junior students by tutors or assistants, 
and clinical clerks and dressers are selected from the 
members of the class. All the courses of clinical instruc- 
tion are recognised by the University of Glasgow and the 
other boards in the kingdom. In the Pathological Depart- 
ment the course is both systematic and practical, and 
extends through the winter and following summer; these 
are likewise recognised by the University for graduation. 
Nine resident assistants are appointed annually, without 
salary, from those who have completed their course. The 
fee for the hospital practice, including the various courses 
of clinical instruction, is 20 guineas in one payment, or in 
two equal instalments for the first and second year ; for six 
months, 7 guineas ; and for three months, 4 guineas. 

RoyAL HospiTa. ror SICK CHILDREN, Glasgow, situated 
at Garnet Hill.—Thbis hospital was opened in December 
1882, and is now available to medical students for clinical 
instruction in the diseases peculiar to childhood. The 
hospital includes 80 beds for non-infectious cases only. A 
specially designed Dispensary, or Out-patient Department, 
was opened in October, 1888. Students may be enrolled at 
any time. Fee £1 1s. per annum, admitting to both Hos- 
pital and Dispensary. Particulars on applying to the House 
Surgeon, 45, Scott-street, Garnet-hill, Glasgow. 

GuasGow OPHTHALMIC INSTITUTION, 126, West Regent- 
street (30 beds).—Clinical and systematic course of lectures 
for students during the winter apd summer sessions. In- 
patients, 405; out- or dispensary patients, 11,161. Opera- 
tions on Wednesdays and Saturdays. Consulting Surgeon : 
D. N. Knox, M.B., C.M., F.F.P.8.G. Acting Surgeon : 
A. Maitland Ramsey, M.D. Assistant Surgeon : Jobn Rowan, 
M.B,€.M. House Surgeons: Robert Taylor, M.B., C.M.; 
J. H. Wolfe, L.F P.8., &c. ‘This institution has recently 

ated with the Glasgow Royal Irtfirmary, of 


been amalgam 
which it forms an integral part. 
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GLascow INFIRMARY, Berkeley-street and Charlotte- 
street.—This institution, the largest of its kind in Scot- 
land, was founded in 1824. ‘The Iofirmary now con- 
sists of two large buildings—that in Derkeley-street being 
occupied as the Infirmary proper, and that in Charlotte- 
street (new buildings opened June, 1894) as a dispensary. 
The Infirmary is devoted exclusively to the treatment of 
Diseases of the Eye, and is intended primarily to provide 
treatment, and, when necessary, board and lodging, for 
those who are unable to do so for themselves. The 
average number of new patients for the last ten years has 
been 13 053, and the total number of cases treated in 1896 
was 20.372. The Medical Staff is as follows :—Senior Sar- 

mn: Thomas Reid, M.D. Surgeons: Thomas S. Meighan, 

-D., and A. Freeland Fergus, M.D. Assistant Surgeons : 
William Robertson, M.D. Andrew Wilson, M.B., C.M., and 
James Hinshelwood, M.A., M.D. Pathologist: Leslie 
Buchanan, M.B., C.M. House Surgeon: Francis J. Barker, 
M.B., C.M. Assistant House Surgeon: Francis R. Hill, 
M.B., C.M. Clinical Assistants: A. Lewis M’Millan, M.B., 
C.M. ; William Weir, B.Sc., M.B., C.M.; W. Ernest Thomson, 
M.A., M.D.; Henry L. G. Least, M.D.; W. Cochrane 
Murray, M.B., (.M.; Thomas D. Moffat, M.B., C.M.; Leslie 
Buchanan, M.B., (.M. 

Regulations as to Attendance of Students.—(1) Gentlemen 
may attend as students on payment to the treasurer of the 
following fees :—For six months £11s., twelve months £2 2s. 
(2) All students when duly entered in the Infirmary Register 
may attend the clinical instruction of any or every member 
of the medical staff on production of theirtickets. The days 
on which the surgeons respectively attend to receive patients 
may be ascertained at the Infirmary. Students have the 
privilege of being present in the Dispensacies at such hours 
as are arranged. They may enter the wards along with the 
8 whose clinique they are attending when he visits 
his patients. They may also be present at operations under 
the sanction of the surgeon operating, but no student may 
enter the wards or operating-room except under the aforesaid 
regulation. Students may be allowed the use of the journals 
and case-books for examination on applying to the House 
Surgeon.: The wards and dispensary are recognised by the 
University of Glasgow for the purpose of instruction in 

thalmology for graduation in medicine. Secretary: 
George Black, 88, West Regent-street. 


IRISH SCHOOLS OF MEDICINE! 


QUEEN'S COLLEGE ScHOOL OF MEDICINE, Belfast. — 
Ten Junior Scholarships have been founded in the Faculty 
of Medicine of the annual value of £20 each. Two are 
tenable by matriculated students, of the first, second, 
third, fourth, and fifth years of their course respectively. 
The examinations for Scholarships take place at the com- 
mencement of the session. Class Prizes are awarded at 
examinations which take place at the close of the session. 
The Exhibitions, &c., of the Royal University of Ireland are 
also open to students. Lectures in Medicine at Queen’s 
College, Belfast, will commence on Oct. 19th and end on 
March 3lst. The Summer Session will on May 2nd. 
Clinical instruction is given at the Royal Hospital. 
The Ulster Hospital for Diseases of Women and 
Children, the Maternity Hospital, the Ophthalmic Hospital, 
the Ulster Eye, Ear, and Throat Hospital, the Hospital for 
Sick Children, and the District Lunatic Asylum aré open to 
students. A pamphlet containing full information can be 
had free on application to the Registrar, Queen’s College, 
Belfast. 

QUEEN'S COLLEGE ScHooL oF MeEpiciIng, Cork.—The 
building is provided with a very large, well-ventilated dis- 
secting-room, with physiological, toxicological, and patho- 
logical laboratories, materia medica, anatomical and patho- 
logical museums, as well as a room for surgical and obstetri- 
cal instruments and appliances. There are well-appointed 

ysical and chemical laboratories, and a large natural 

tory museum in the adjoining building, and part of the 
College ground is laid out as a botanical en. The plant 
houses are well filled with plants, and are open to the 
students in the class of Botany. 

Fees.—¥or Practical Anatomy and for Practical Chemistry, 


2 For Scholarships see page 502 et seq. 


£3 each course ; for Anatomy and Physiology, £3 first course, 
and £2 for each subsequent course. Other medical classes, 
£2 first course, and £1 each subsequent course. LEighs 
scholarships (value about £30 each), as well as several 
exhibitions and class prizes, are awarded every year. 
QUEEN’S COLLRGE, Galway.—No particulars received. 


HOSPITALS AFFORDING FACILITIES FOR CLINICAL 
OBSERVATION. 

ADELAIDE MEDICAL AND SuRGICAL HOSPITALS, 

Peter-street, Dablin.—Fee for nine months’ hospital attend- 

— £12 12s.; six months, £8 8s. Summer, three months, 


Staff. — Physicians: James Little, M.D., M.R.1.A.; 
Wallace Beatty, M.D, F.R.C.P.I.; H. T Bewley, M.D., 
F.R.C.P.I. Surgeons: F. T. Heuston, M.D., F.R.C.8.L.; 
H. Scott, M.B. F.R.C.S.I.; T. E. Gordon, M.B., 
-R.C.S.I. Obstetric Sargeon: W. J. Smyly, M.D., 
.R.C.P.I. Ophthalmic Sargeon: H. R. Swanzy, M.B., 
'.R.C.8.I. Pathologist and Bacteriologist : J. Alfred Scott, 
D., F.R.C.8.I. Medical and Surgical Registrar: G. 
e, M.B., B.Ch. House Sargeon: 8. Horace Law, 

M.B., B.Ch. 

A resident surgeon is elected yearly, and three resident 
pupils half-yearly. At the termination of the session 
prizes in Clinical Medicine and Surgery and in Obstetric 
Medicine will be awarded. 

Hudson Scholarship.—tn addition to the junior prizes, the 
Hudson Scholarship, £30 and a gold medal, as well as a 
prize of £10, together with a silver medal), will be awarded 
at the end of the session for proficiency in Clinical Medicine 
and Medical Pathology, Clinical Surgery and Surgical 
Pathology, Pathological Histology, Surgical Appliances, 
including instruments and bandaging, Ophthalmology and 
Gynecology. 

The certificates of attendance are recognised by all the 
Universities and licensing bodies in the United Kingdom. 
Farther particulars may be obtained from Mr. F’. T. Heuston. 

CoomBE LyYING-IN HOSPITAL AND GUINNESS DISPENSARY 
FOR THE TREATMENT OF DISEASES PECULIAR TO WOMEN, 
Dublin.—This hospital contains nearly 70 beds, and con- 
sists of two divisions, one of which is devoted to lying-in 
cases, and the other to the treatment of the diseases peculiar 
to women. The maternity department is one of the largest 
in Ireland, 3000 cases being annually treated either as intern 
or extern ents. A regular course of lectures is delivered 
in the hospital, and clinical instruction is given daily at the 
bedside. There are two large dispensaries connected with 
the institution, at one of which instruction is given on the 
General Diseases of Women and Children, and in the other 
on the Diseases Peculiar to Women. There is accommoda- 
tion for a limited number of intern pupils, who enjoy 
exceptional advantages of acquiring a practical knowledge 
of this branch of their fession. Two Resident Papil 
Midwif Assistants and one Clinical Clerk are elected 
half-yearly from among the pupils of the hospital. Cer- 
tificates of attendance at this hospital are accepted by all 
licensing bodies, and the diploma is recognised by the Local 
Government Board as a full legal midwifery qualification. 
Fees (six months’ course): extern pupils, 8 guineas, half 
payable in advance; intern pupils, 18 guineas for six 
months’ residence. If pu enter as interns by the 
month the fees are £4 4s. for first month, and £3 3s. for 
each succeeding month. Intern pupils enjoy very special 
advantages, which can be learned on application. Registra- 
tion fee on entrance, 10s. 6d. Students can enter for 
attendance at anytime. Further particulars may be had on 
application to the Master cr the Registrar at the hospital. 

Str Patrrick Dun's HospiraAL.—Fees for attendance 
of students—nine months, £12 12s.; six months, £8 8s. ; 
three months, £5 5s. The hospital is open to extern students 
as well as to the students of Trinity College, and the certifi- 
cates are recognised by all the licensing bodies in the 
kingdom. Dr. Taylor, Secretary to the Medical Board, will 
give any further information. ‘The Winter Session begins on 
Oct. 1st. 

MEATH HOospPITAL AND CouNTY DUBLIN INFIRMARY.— 
This hospital was founded in 1753, and now contains 160 
beds pres cv for clinical teaching. A new building for the 
isolated treatment of fevers has recently been added. The 
certificates of this hospital are recognised by all the 


universities and licensing bodies of the United Kingdom. 
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Medical and Surgical Resident Pupils and Clinical Clerks 
and Dressers are appointed every six months, and a House 
Surgeon is elected annually. A prospectus giving the com- 
plete arrangements for the Medical and Surgical classes for 
the coming session may be obtained from the Secretary of 
the Medical Board, R. Glasgow Patteson, F.R.C.S., 20, 
Lower Baggot-street, Dublin. 

MatsR HospiTaL, Dablin. — Con- 
su'ting Poysician: Sir Francis R. Cruise. Physicians : 
Sir Christopher Nixon, Drs. Joseph Redmond, Michael 
Boyd, and John Marphy. Assistant Physician: Dr. Martin 
Dempsey. Medical Registrar: Dr. John O*‘Donnell. 
Surgeons: Messrs. Patrick Hayes, Charles Coppinger, 
Arthur Chance, and John Lentaigne. Assistant Surgeon: 
Mr. Hugh Blaney. Obstetric Physician: Dr. Thos. More 
Madden. Ophthalmic Surgeon: Mr. Louis Werner. Dental 
Sargeon: Mr. Daniel Corbett, jan. Pathologist : Dr. Eimond 
McWeeney. Anesthetist and Surgical Registrar : Dr. Michael 
O'Sullivan. House Physician: Dr. Whelan. House 
Surgeons : Messrs. Mitchell, Birmingham, Hamilton, and 
Kerr. This hospital, the largest in Dablin, at present con- 
taining 323 beds, is open at all hours for the reception of 
accidents and urgent cases. Fifty beds are specially 
reserved for the reception of patients suffering from 
fever and other contagious diseases. Instruction at the 
bedside will be given by the Physicians and Surgeons 
at 9 A.M. daily. Clinical Instruction will commence 
on Monday, Oct. 4th, at 9 A.M. A course of Clinical 
Instruction on Fever will be given during the winter 
and summer sessions. A certificate of attendance upon 
this course, to meet the requirements of the licensing 
bodies, may be obtained. Opportunities are afforded for 
the study of Diseases of Women in tne wara under the 
care of the Obstetric Physician, and at the Dispensary held 
on Tuesdays and Saturdays. Ophthalmic Surgery will be 
taught in the Special Wards and Dispensary. Surgical 
Operations will be performed on Mondays, Tuesdays, 
Fridays, and Saturdays at 10 o'clock. Connected with 
the hospital are extensive Dispensaries, which afford 
valuable opportunities for the study of general Medical and 
Sargical Diseases, Accidents, &c. Instruction will be given 
on Pathology and Bacteriology. Janior Appointments: A 
House Physician and four House Surgeons will be appointed 
annually. Eight resident pupils will be elected from the 
most attentive of the class to hold office for six months. 
For the current session the elections will take place in 
the first week of November and in the first week of May. 
Dressers and Clinical Clerks will be appointed, and certifi- 
cates will be given to those who perform their duties to 
the satisfaction of the staff. Leonard Prizes: One Gold 
and one Silver Medal will be offered for competition annually 
in the subject of Medicine, and one Gold and one Silver 
Medal in the subject of Surgery. Junior Leonard Prizes: 
One prize value £3 and one prize value £2 will be awarded 
in Medicine, and one prize value £3 and one prize value £2 
will be awarded in Surgery. They will be awarded on the 
aggregate of marks gained for Reports of Cases and at a 
Clinical Examination to be held at the close of the summer 
session. For further particulars see prospectus. Certifi- 
cates of attendanc: upon this hospital are recognised by all 
the Universities and licensing bodies in the United Kingdom. 
Private Wards have been opened for the reception of Medical 
and Surgical cases. A Training School and Home for Trained 
Nurses have been opened in connexion with the Hospital. 

Terms of attendance.—Nine months, £12 128.; six winter 
months, £8 8s. ; three summer months, £5 5s. Entries can 
be made with any of the physicians or surgeons, or with the 
Registrar, Arthur Chance, F.R.C §., 90, Merrion-square. A 
prospectus containing in detail the arrangements for Clinical 
Instruction, Prizes, &c., may be obtained from the Secretary, 
Dr. Joseph Redmond, 8, Clare-street. Dublin. 

RICHMOND, WBITWORTH, AND HARDWICKE HospPITALs, 
North Brunswick-street, Dablin.—These hospitals contain 
312 beds—110 for Surgical cases, 82 for Medical cases, and 
120 for Fever and other epidemic Diseases. A Resident 
ome and a Resident Surgeon are appointed each year, 
and are paid for their services. Clinical Clerks: Five 
Resident Clinical Clerks are appointed each half-year, and 
provided with furnished apartments, fuel, &c. These 
appointments are open not only to advanced Students as 
formerly, but also to those who are qualified in Medicine or 
Surgery. The Dressers are selected from among the best 
qualified of the pupils without the payment of any addi- 
tional fee. For prospectuses apply to Sir W. Thomson, 
F.R.C.S., Treasurer, 5%, Stephen’s-green East; or to 
T. O'Carroll, M_D., Hon. Sec., 27, Westland-row, Dublin. 


RotunDA HospiTAL, Ratland-square, Dublin. —This insti- 
tution consists of two distinct hospitals — namely, the 
Lying-in Hospital and the Auxiliary Hospital, the Jatter for 
the reception of patients suffering from Uterine and Ovarian 
Diseases. There is also a large extern maternity and a. 
Dispensary for Diseases Peculiar to Women, which is open 
daily. Clinical instruction is given daily (Saturdays ex- 
cepted) in Midwifery and the Diseases peculiar to Women, 
special attention being directed to the application of anti- 
septics in Midwifery. Accommodation is provided for a 
limited number of intern pupils. 

Dr. STEEVENS's HospiTAL.—This hospital, containing 
beds for 200 patients, is situated close to the Kingsbridge 
Terminus of the Great Southern and Western Railway, 
occupying a position in the centre of one of the busiest 
manufacturing districts of the city, otherwise unprovided 
with medical institutions, and affords exceptional advan- 
tages for clinical instruction. Immediately adjoining is St. 
Patrick's (Swift’s) Asylum for the Insane. The hospita) 
is easily accessible by two lines of tramways. There is a 
ward entirely devoted to Venereal Disease, a detached 
building for Fever Cases, and an extensive Out-patient 
Department, with separate Clinics for Diseases of the Skin, 
Throat, Eye, Ear, and Teeth. 

The hoepital is visited daily at 9 A.M. by the physicians 
and surgeons. The wards are also visited by the resident 
surgeon each evening. Clinical Lectures are given by the 
physicians and surgeons during the session. There is accom- 
modation in the hospital for two medical and six surgica) 
resident clinical assistants. 

Fees.—Hospital Practice: Nine months, £12 12s.; six 
months, £8 8s, ; three months, £5 5s. Dressership : £10 10s. 
each three months. Further information may be obtained 
from the Resident Surgeon or from R. A. Hayes, M.D., 
Hon. Sec., 82, Merrion-square South. 


POST-GRADUATE COURSES. 


THe Lospon Post-GRADUATE CouRSE.—This course 
is specially arranged to meet the wants of the prac- 
titioner and to enable him during his leisure time to 
brush up his knowledge on subjects about which he may 
desire further information. It has been both popular and 
successful and has been attended by men from all parts of 
the Empire, from all branches of the Services, from the 
United States of America, as well as from foreign coun- 
tries. Members can enter for each or all of the courses of 
lectures for the term, for half the term, or for all the lectures 
for one week, and thus each can obtain just what he wants 
and in the shortest possible time. The Vacation Courses have 
been attended by large numbers of practitioners and have 
been much appreciated. By this means men who wished to 
bring themselves abreast of the scientific knowledge of 
the day have been able to learn the elements of the 
technique of bacteriology and the latest advances in 
hygiene in a fortnight’s daily course. The staffs of 
the following hospitals have associated themselves for 
teaching purposes —viz., the Hospital for Diseases 
of the Skin, Blackfriars; the London Throat Hospital ; 
and the Bethlem Royal Hospital for Lunatics ; and courses 
are given at the Bacteriological Laboratory, King’s College, 
at the Parkes Museum on Hygiene, at the Cleveland-street 
Sick Asylum on Clinical Medicine and Surgery, and at the 
Institute of Preventive Medicine ia Clinical Chemistry. The 
fees are £1 ls., £2 2s., and £3 3s., according to the number 
of lectures in the course. Further information can be 
obtained from, and fees should be paid to, Dr. Fletcher 
Little, Secretary, 32, Harley-street, Cavendish-square, W. 


CHARING-cROsS HospITAL.—Special series of clinica} 
lectures and practical demonstrations, exclusively arranged 
for the convenience of practitioners and post-graduate 
students, are given at the hospital by members of the staff 
throughout the year. The lectures for the year are arranged 
in three courses, each course consisting of ten meetings and 
lasting ten weeks. Two of these courses are held during 
the winter and one during the summer. The class meets on 
each Thursday afternoon at 4 P.M. in the board-rcom of the 
hospital, and proceeds thence to the wards or other depart- 
ment in which the demonstration may be held. Practi- 
tioners wishing to join the class can receive any further 
information as to the dates and subjects by communicating 
with the Honorary Secretary or the Honorary Treasurer at 
the hospital. 
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SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY. 
| { | 
| CONDITIONS 
| TITLE OF ANNUAL OR HOW LONG 
INSTITUTION. | SCHOLARSHIP, &c.| TOTAL VALUE. | TENABLE. HOW OBTAINABLE. ———— 
| | | 
CONDON UNIVERSITY .. © No. 1. £40 perannum. 2years. By first place with distinction in ANA- M.B. taken within 

| | | TOMY at July Intermediate M.B. | 8 years, 
| Examination, 

No. 2. | £40perannum, 2years. By first place, with distinction in | Ditto. 
| PHYSIOLOGY AND HISTOLOGY at July | 
Intermediate M.B. Examination | 

No. 3. £30 perannum. 2 years. By first place with distinction in OR- Ditto. 

| GANIC CHEMISTRY at July Inter- 
mediate M.b. Examination. 

No. 4 , £30 per annum, 2years. By first place with distinction in Ditto. 
| MATERIA MEDICA and PHARMA- | 
CEUTICAL CHEMISTRY at July Inter- | 
mediate M.B. Examination. | 
University £50 perannum. 2years. By first place with distinction in | 
Scholarship in MEDICINE at M.B. Honours Exami- | 
| Medicine. nation, | 
University £30 per annum. 2years. By first place with distinction in 
Scholarshipin OBSTETRIC MEDICINE at 
Obstetric Honours Examination. 
University £30 years. By first pl h distinction in | 
‘niversity rannum 2 rst place wit stinction in | 
Scholarship in MEDICINE at M.B. 
Forensic Houours Examination, | 
Medicine. | 
University £50 perannum. years. By first place with distinction in B.S. | 
Scholarship in H sE ination | 
| Surgery. | | 

£T. BARTHOLOMEW’S Entrance Scholar- } 

MEDICAL SCHOOL ships. No. 1. £75. ocee Open Competitive Examination in Full Course at St. 
| Puysics and CHEMISTRY. Bartholomew's 
| Hospital. 
| eo No. 2. £75. tn _ Open Competitive Examination in Ditto. 

BIOLOGY and PHYSIOLOGY, | 
No. 3. £150. Competitive Examination in| Ditto. 
| HYSICS, CHEMISTRY, and BIOLOGY. | 
Preliminaryacien- £50. Onen Competitive Examination in Ditto 
tific Exhibition. | ‘Prysics, CHEMISTRY, and BIOLOGY. 
Jeatfreson Exhi-— £20. Competitive Examination in | None. 
| bition. | JATIN, MATHEMATICS, and GREEK, | 
| | FRENCH, or GERMAN, | 
Shuter Scholar. £50. Competitive Examination among Cam- | None, 
} ship. | bridge Graduates in ANATOMY, | 
} PHYSIOLOGY, and MATERIA MEDICA, 
Junior  Scholar- 
ships. 
” No. 1.— £30. «se. Competitive Examination among Stu- | None. 
| ‘dents in ANATOMY and BIOLOGY. 
No. 2. £20, Ditto. None. 
No. £25. Competitive Examina ion in CHEM:s- | None. 
| TRY, PHysics, and HisTOLoGy. | 
” No. 4. £15. tte, vone. 
Senior Scholar-— ial Competitive Examination among Stu- Study at St. Bar- 
| ship. | dents in ANATOMY, PHYSIOLOGY, —tholomew’s Hos- 
and CHEMISTRY. | pital. 
_Kirkes Scholar- £30 and Medal. dines Competitive Examination among Stu- | 
} ship. dents in CLINICAL MEDICINE, } 
Brackenbury 
| Scholarships. 
| No.1. £39. ane Competitive Examination among Stu- 
| dents in MEDICINE. | 
} o me £39. «-e. | Competitive Examination among Stu- | 
| | | dents in SURGERY. | 
| LawrenceScholar- | £42 and Medal. ae Competitive Examination among Stu- None. 
| ship. dents in SURGERY, MEDICINE, and 
| MIDWIFERY. 
Sir Geo. Burrows | — £10 10s. .... | Competitive Examination in Patno- | 
Prize. | | LOGY among Students. 
Skynner Prize. £15. | Competitive Examination in RE- 
} | GIONAL and MoRBID ANATOMY 
among Students, 
| Matthews Duncan | £20. eee Competitive Examination among Stu- None. 
| Medaland Prize. | dents in MIDWIFERY and GYN&- 
| COLOGY. 
| Research Student- £100. oes By Flection, on the recommendation None. 
| shipin Pathology. of the Schoul Commitiee, | 
CHARING CROSS_ HOS- Entrance Scholar- 

PITAJ aXND COLLEGE | ships, open to, 
| students at the 
| commencement | 
| Livingstone. | 100 guineas, een The Livingstone and Huxley Scholar- Open toall general 
| ships sre awarded annually at students. 
| the commencement of eact: Winter 
| Session, after a competitive exa- | 
| { | mination in the following groups | 
of subjects : — (1) ExGiisu, in- | Opentoall general 

cluding LaneuvaGs, History, students. 
H | and EOGRAPHY; (2) Any two 
| of the following feur languages © 
{ —Latin, GREKK, FRENCH, and 


GERMAN; (3) MATHEMATICS, | 


] 
asti- 

the 

for 
rian ‘ 
d a 
pen 

ex- 
nen, 
roa 
ning 
idge 
yay, 
siest. 
idea 
van- 
| St. 
pita) 
is a { 
thea 
ient 
kin, 
jans 
dent. 
the 
-- 
tical 

six 

10s. j 
ineQ : 
LD. 4 
orac- 
e to x 
may 

and 
's of 
the 
oun- 
os of | 
sures 
ants 
have 
have 
d to 
of 
the 
in 
of 
for 
Ses. 
ital ; 
arses. 
lege, 
treet 
the 
The 
m ber 
1 be 
‘cher 
nica} 
nged 
staff 
nged 
and 
uring j 
ts om 
the 
part- 
-acti- 
rther 
ating 
or at 4 


> 


4914 THe LANCET, ] 


SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY. 


(AuGusgm 21, 1897. 


SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY—continued. 


TITLE OF ANNUAL OR How LONG CONDITIONS 
INSTITUTION. SCHOLARSHIP, &. TOTAL VALUK, | TENABLE, HOw OBTAINABLE. 
} 

CHAKING - CROSS  HOS.- Huxley. 55 guineas, including ARITHMETIC, ALGEBRA, For sons of 
PITAL AND COLLEGE— and GEOMETRY; and MECHANICS, medical men. 
continued. including Starics and Dynamics; 

(4) INorGaNic CHEMISTRY and Ex- 
PERIMENTAL Puystcs, including 
} Acoustics, MAGNETISM, 
40 E.ecrricty, and Optics; and (5) Opentoall genera} 
| ANIMAL and VEGETABLE BIoLoey. |. students. 
| | No candidate may offer himself for 
| | examination in more than three of 
| the above groups of subjects, the 
| selection of the groups being left For dental 
entirely to the Candidate. students. 
Epsom Scholar- Freeeducation. _..... Epsom Founda- 
ship. | tion Scholars who 
j ; bave passed Pre- 
liminaryScientitic 
M.B. Lond. Univ. 
{ Oxford Students 
who have 
first M.B. Exam. 
Cambridge stu- 
dents who have 
Universities | 
Scholarship (1) 60 guineas. | | Examination in Anatomy and Pay- 4 London students. 
| Universities @ =» SLOLOGY, including HisToLoGy. who have passed 
Scholarship (2) 
| Intermediate 
Exam. in Med. 
who have not 
entered at any 
| London Medica} 
School. 
Llewellyn Scholar- £25. | — Competitive Examination among None. 
| ship. | | Fourth-year Students in ANATOMY, 
| PHYSIOLOGY, PHARMACOLOGY, 
MEDICINE, SURGERY, THERAPEU- 
} Tics, and MIDWIFERY. 
£10. | Competitive Examination among Students must have 
p. } Second-year General Students in attended the 
} ANATOMY and PHysioLoGy, CHE- Classes in each 
} MisTRY, and BioLoey. subject at this 
} School. 
ST. GEORGE'S HOSPITAL. Entrance Scholar- 
ships. No, 1, £150. Competitive Examinationamong First- Previcus entrance 
| year Students, being the sons of at St. George's 
} | medical men, in LATIN, GREEK, School. 
} FRENCH, GERMAN, MATHEMATICS. 
| Puysics, CHEMISTRY, and Puy- 
SIOGR4PHY ; three at option. 
o No. 2. £36. — Competitive Examination among Stu- Ditto. 
| dents being First M.B.’s of Oxford 
| or Second M.B.'s of Cambridge, in 
ORGANIC CHEMISTRY, ANATOMY, 
PHYSIOLOGY, ZOOLOGY, and 
BOTANY ; two at option, j 
No. 3. £35. Ditto. Ditto. 
io No. 4. £85. -.-. | Competitive Ex mination among Stu- | Ditto. 
| dents of Provincial University 
Colleges of similar standing in the 
0. Competitive Examination among Stu- ‘0 
| dents in the same subjects as George's School. 
Entrance Scholarship No. 1. 
No.6. £50. Ditto. Ditto. 
Wm. Brown £100 perannum. | 2 years, | Competitive Examination among Per- | _ Study at St. 
Exhibition. | petual Pupils having registrable George's School. 
a oa in the PRACTICE OF 
_ MEDICINE, MIDWIFERY, and SuR- | 
| GERY. 
o £40 per annum. 8 years. _ Competition among Third-year Stu-_ Ditto. 
| dents in the same subjects. | 
BrackenburyPrize Interest on £1103. _— Competitive Examination among Stu- , None. 
in Medicine. ‘ — of not more than five years’ 
standing. 
Brackenbury _Interest on £1103. ... | Competitive Examination among Stu- | None. 
Prize in Surgery. | . | poe I of not more than five years’ 
standing. 
Treasurer's Prize. £10 10s. ps | Proficiency in Clinical Examination of None. 
| three Medicaland three Surgical Cases, 
| together with a written Examination 
' in Medicine, Surgery, and Midwifery. 
H. C. Johnson £10 10s. oe Competitive Examination in PRACTI- , None. 
Memorial Prize. | CAL ANATOMY. | 
Pollock Prize. _ Interest on £372. --— | Competitive Examination in Puysio- | None. 
LOGY, PHYSIOLOGICAL CHEMISTRY, © 
| and HISTOLOGY. | 
Clarke Prize. Interest on £209. amen 
Thompson Medal. Interest on £185. ee | Awarded for Clinical Reports None. 
rodie Prize. Interest on £220. eoee and Commentaries. 
Acland Prize. £5. 
' General Proficiency 
Prizes, No. 1. £10 10s, -- | Competitive Examination in ELEMEN- | None. 
| TARY ANATOMY, BIOLOGY, CHE- 
MISTRY, and PRYSICS. 
No. 2. £10 10s, — Competitive Examinationin ANATOMY, None. 
PHYSIOLOGY (incluaing HISTOLOGY), | 
| and PHYSIOLOGICAL CHEMISTRY, 
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SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY—continued. 
} CONDITIONS 
TENURE, 
ST. GEORGE'S HOSPITAL— General Proficiency | 
continued. Prizes. No. 3. £10 10s, aad Competitive Examination in ORGANIC None. 
| CHEMISTRY, ANATOMY, and PHy- 
| SIOLOGY, including HISTOLOGY and 
PHYSIOLOGICAL CHEMISTRY. 
| ” No. 4. £10 10s. =--. | Competitive Examination in MEpI- None. 
| CINE, SURGERY, OBSTETRIC MEDI- 
| CINE, and PaTHOLOGyY. 
GUY'S HOSPITAL. = = | Entrance Scholar- 
ships. No, 1. £100. — | OpenCompetitive Examination among | Course at Guy's 
| Candidatesunder twenty years of age Hospital. 
| in LATIN, GREEK, FRENCH, GERMAN, 
ARITHMETIC, EUCLID, and ALGEBRA, 

e No, 2. £50. anon | Under twenty-five years of age, ditto. Ditto. 

No. 3. £150. Open Competitive Examination among etual Course 
| Candidates under twenty-five years | at Guy's Hospital. 
| of age in INORGANIC CHEMISTRY, 

GENERAL BIOLOGY, and EXPERI- 
MENTAL PHYSICS. 
No. 4. £69. Ditto. Ditto. 
Arthur Durham £15. emda | Dissections done by Students of more 
3. | than one year's standing. 
£5. | Dissections by First-year Stadents. Ditto. 
Hilton Prize. £6. chon | Ditto. 
Junior General £20. auiie | Competitive Examination am None. 
Proficiency. | Junior Students in KLEMENTARY 
ANATOMY. 
£15, | tto. Ditto. 
£15, _ HistoLoGy, and ANATOMY and Puy- Ditto. 
SIOLOGY. 
Michael Harris £10. ns Competitive Examination among Ditto. 
Prize. | Students in HUMAN 
NATOMY. 
Sands Cox £15 annum. | 8 years Competitive Examination amon; Course at Guy’s 
Scholarship. | ' Serond-yeat Students in td Hospital. 
SIOLOGY, HISTOLOGY, and Puy- 
| SIOLOGICAL CHEMISTRY. 
Wooldridge £10, wee Ditto. 
Memorial Prize. 
Senior General £20. ... | Competitive . Examination among Ditto. 
Proficiency. | Senior Students in MEDICINE, 
| SURGERY, MIDWIFERY, DISEASES OF 
| WOMEN, MEDICAL JURISPRUDENCE, 
| "THERAPEUTICS, PUBLIC HEALTH 
and MENTAL DISEASES. 
” £15. Ditto. 
” #10. Ditto. Ditto. 
| Golding-Bird £20 and Medal. ‘oun | Competitive Examination among Ditto. 
Prize. i — Students in SANITARY 
SCIENCE. 
Bredin Prize. £25. «.e. | ORIGINAL REPORTS on Three Medical Ditto. 
| and Three Surgical Cases, 
Beaney Prize. £31 10s, _— | Competitive Examination among Ditto, 
Gull Studentship, | £150 B 
annum.| 38 w: thout Competitive Exam- 
Pathology. - | ination to Students intending to 
conduct Research in this subject. 
, Beaney Scholar- £31 10s, 3 years, Ditto. 
ship, Therapeutics. 
KING'S COLLEGE’ — Warneford Scho- 
i larships. No.1. | £25 annum. 8 years. , Competitive Examination among Ma- tual Course 
trieulated Medical Students in Divi- College. 
NITY, ENGLISH, HisToRy, LaTIN, 
! GREEK, FRENCH, GERMAN, and 
MATHEMATICS. 
Tr annum, 2 ve Examination among 
triculated Medical Students in the 
‘ | Sambrooke Exhi- third year, residing in the — 3 
' | bitions. No. 1. £60. eves Competitive Examination among Ma- Course either as 
| triculated Students in MATHE- | Science or Medi- 
| MATICS, ELEMENTARY Puysics, cal Student at 
| InornGanic CHEMISTRY, Botany, King’s College. 
Rabbeth Scholar- £20. == Competitive Examination among Ma. 
ship. triculated Students in Science. | 
| Scienee Exhibi- | £30 per annum. 2 years. | Competitive Examination among Can- None. 
No.1. under nineteen years of age 
in MATHEMATICS, MECHANICS, PHy- 
sics, &c., oralternative Sabjects, | 
£20 perannum. | 2 years. | Ditto. None. 
Medical Entrance 
“Sch Ds. | 
" * No. 1. £78 10s. for 
j nts who propose to take degree 
| | at any British University and have | 
| the Examination at that | 
| Eniversity in BIOLOGY, CHEMISTRY, | 
| { and PHysics. | 
| No.2 | £63. Ditto. | 
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SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY—continued. 


TITLE OF | ANNUAL OR How Lona | 
INSTITUTION, SCHOLARSHIP, TOTAL VALUE, TENABLE. | How OBTAINABL2. 
| 
| 
KING'S COLLEG E—continued. 
7 ps. 0.1. £40 per annum. lyear. Competitive Examination among 
| Third- and Fourth-year Students. 
No. 2. £30. 1 year. Competitive Examination among 
_Second- and Third-year Students. 
i P= No. 3. £20. | lyear. Competitive Examination among 
| 
| Firs: year Medical Students. 
No. 4. | £20. lyear. Ditto. 
; Sambrooke Regis- | } 
{ trarship. No. 1. | £50. 2 years, Examination among Ma- 
| lated Medical Students who 
Sane filled certain appointments at 
| | hospitals, 
No. 2. £50. 
Daniel Scholar- | £20 perannum. | 2years. OpenCom mpetitive e among 
| six month boratory Students. 
| Carter £15. Open Competitive Examination in 
Botany. 
' Tanner Prize. £10. | Competitive Examination in OBSTET- None. 
i | | | ICS AND DISEASES OF WOMEN AND | 
CHILDREN, | 
Todd Prise. {| £448. and Competitive Examination in Clinical 
medal. Medicine. | 
LONDON HOSPITAL. 1. Price Scholar- £120. Competitive Examination among 
ships. Students in subjects of Prelimina 
} Scientific M.B. Examination at Uni- | 
versity of London. 
2. Entrance Scho- | } 
i } larships. | | 
No 1. | £60. Ditto. 
TE No. 2. £35. Ditto. 
8. Epsom College | Free Education. 
Scholarship, 
4. Price Scholar- | £60. HUMAN ANATOMY AND PHysioLocy. | Study at Oxford 
ships. or bridge. 
| Buxton Scholar. | 
ships. No. 1. | £30. Competitive Examination among Stu- | 
dents subjects of Preliminary | 
on 
| Ditto | 
} Scholarship. | £20. Competitive in CLINICAL 
| MEDICINE. 
| £20. Competitive Examination in CLINICAL 
SURGERY 
| £20. Competitive Examination in CLINICAL 
i j Sutton Prize in OBSTETR 
Pathology. | £20. Competitive in PaTHo- 
F Duckworth Nelson 
Prize. £10. owes PRACTICAL MEDICINE and SURGERY. 
i | Biennially : 
Letheby Prizes. £20 and £10. oes Examination in CHEMIS- 
Scholarship. | £25. Competitive Examination in ANATOMY 
| AND PHYSIOLOGY. 
£20. Com titive Examination in ANATOMY 
Dressers’ Prize. BIOLOG 
No. 1. £16. ZEAL and KNOWLEDGE 
OF MINOR SURGERY. 
| Ne. 2. £15. itto. 
No. 8. £10. Ditto. 
No. 4. £10. Ditto. 
No. 5. £5. nm Ditto. 
,No@ £5. Ditto. 
Trennially : 
F Hutchinson Prize. £35. nen For the best essay upon a subject in 
| CLINICAL SURGERY. 
Practical Anatomy £6. 
Biennia ly : 
£26. CLINICAL MEDICINE and PATHOLOGY. 
ze. 
{ i James Anderson £9. Clinical Medicine. 
Prize. 
a 
§T. MARY’S HOSPITAL | Natural Science 
: Scholarship. No. 1. £144 } ane Competitive Examination among Sta- 
dents in NATURAL SCIENCE, 
No.2. £78 15s. Ditto. 
No.3. £78 158. Ditto. 
No.4. £78 16s. Ditto. 
£144. For Students from Epsom College 
: 5 being sons of Medical Men. 
No. 1. | £57 15s, Competitive Examination among Stu- 
. dents from Oxford, Cambridge, or 
- od other University in SUBJECTS OF 
PRELIMINARY SCIENTIFIC EXAMI- 
NATION AT LONDON UNIVERSITY. 
No. 2. £57 15s. tto. 
| £2. ones Competitive Examination among 
| _ First-year Students. 
} £20. | Competitive Examination among 
| | Second-year Students. 
£20 | Examination among 
|  Third-year Students. 
{ £20. +. | Competitive Examination among 
| _ Fourth-year Students. 


| {i 
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SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY—continued. 


INSTITUTION. 


TITLE OF 


SCHOLARSHIP, &c. 


| CONDITIONS 
How OBTAINABLE, | ATTACHED TO 
TENURE. 


Arxvat on | How 
TOTAL VALUE, | TENABLE. 
| 


MIDDLESEX HOSPITAL .. 


8ST. THOMAS’S HOSPITAL 


Entrance Scholar- 


ship. No. 1. 
No. 2. 
No. 


Broderip Scholar- 


ship. No.1. 


No. 2. 
Governor's Prize. 


Hetley Clinical 
Prize. 


John Murray Gold 
Med 


and 
Scholarship. 
Lyell Medal. 


Leopold Hudson | 
Prize. 


College Prizes. 
No.1 


0.1, | 


No. 2. | 
No. 3. | 


os No. 4. | 


ae No. 5. 


No. 6. | 


Entrance Science 
Scholarship. No. 1. 


‘ No. 2. 
No. 3. 


Wan, Tite Scholar. | 


No. 8. 
Musgrove Scholar- 


ship. 
Scholar- 


Mead Medal. 
Bristowe Medal. 
and 
s Gold 


Biennially : 
ey Scholar- 


ship. 
Sutton Sams 


Memorial Prize. 
Grainger Testimo- 


y 
ellowship. 


Entrance Scholar- 
ships. No.1. 


2. 
Atkinson Morley 
Scholarship. 
Atchison Scholar- 


ship. 
Sharpey Physio- 
logical Scholar- 


ship. 
Filliter Exhibit’n, 


£100. ..-. | Open Competitive Examination. | Course at Middle- 
£60. Ditto, sex Hospital. 
| Competitive Examination amorg Ditto. 
| Students from Oxford or Cam- 
bridge. (Subjects: ANATOMY and 
PHYSIOLOGY, including HI.TOLOGY.) 
£126. To Students of Epsom College, on 
Nomination of Head Master. 


| £30 per annum. 2 years. 


Competitive Examination among | 
Senior Students in CLINICAL 
SUBJECTS. | 


Ditto. 
Competitive Examination among 
Students during Sixth Year of 


Study. | 
Competitive Examination among the 

Students during Fifth Year of 

Study. 

Every Examination in MEDICINE, SURGERY, 
third year. and OBSTETRICS. 


Examination in ANATOMY 
and PRACTICAL SURGER 
Examination in Su PaTHoO- | 
LOGY and BaCTERIOLOGY. | 
| Competitive Examination 
First-year Students, 
Ditto. 
Competitive Examination 
Second-year Students, 
Ditto. 
Examination 
Third-year 
itto. 


Competitive Examination in Puysics, 
CHEMISTRY, PHYSIOLOGY, BOTANY, 
or ZOOLOGY. 


Ditto. 
Competitive Examinationin ANATOMY, 
PHYSIOLOGY, and CHEMISTRY. 
Competitive Examination among 
First-year Students. 


Ditto. 
Ditto. 
Competitive Examination 


Second-year Students, 
Ditto. 


Competitive Examination among 
Second-year Students. 


itto. | 
Competitive among 
-year Ditto. | 


Competitive Examinai ion in SURGERY 
and ANATOM 
Examination in MEDI- 
CINE and PATHOLOC 
Competitive Examination in PaTHo- 
LOGY and MORBID ANaTOMY. 
SURGICAL Rt PORTS, 


General Proficiency. 


For SURGERY and SURGICAL PATHO- | 


LOGY. 

Reports of Cases in OBSTETRIC. 
MEDICINE. 

| For workin ANATOMY and PHYSIOLOGY. 


£100 annually. of R h — PHARMA- | 


| 


131 gs. n Competitive Examination in | | Pospetaas Course 
Puysics, Botany, and at University 


55 gs. om Ditto. tto, 
Ditto. Ditto 
| Theory and Practice of Surgery. 
£55 annum, | 2years. Competitive Examination am 
£120. ones Proficiency in Biological Science, 


55 gs. 
£45 per annum. | 8 years. 


£30, 1 year. Competitive Examination among Stu- 
| “dents in PATHOLOGICAL ANATOMY, 


THE LANCET,]} 
| 
| 
| | 
£40. { 
| 
£5 5s. 
= ” £15. 
> 
£10. 
| £10. 
£150 | Perpetual Course 
; 
| | 
£60. | Ditto. 
£50. coos | Perpetual Course 
| from third year. 
| 
| College Prizes. | 
No. 7. | £20. 
£38 10s. 2 years, | among 
| £38 10s. 2 years. 
College Prizes. 
| ” No. 9. | £20. 
| | £10. am 
No. 11. | £20. | ae 
” No. 12. £15. 4 
| Cheselden Medal. | 
| 
| | 
Be 
— | | 
..,| | 
LONDON | 
| 
| ‘ | oF 
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SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY—continued. 


| * The Latin Book is that of the Matriculation, University of London, in the preceding June. 


: TITLE OF ANNU CONDITIONS 
INSTITUTION. | | HOW OBTAINABLE, | ATTACHED TO 
SCHOLARSHIP, &¢. TOTAL VALUE. | TENABLZ. TENURB. 
UNIVERSITY COLLEGE, Cluff Mem. £15. Competitive Examination among Stu- | 
a be LONDON—continued. Prize. dents in ANATOMY, PHYSIOLOGY, 
and CHEMISTRY. 
miki Erichsen Prize. £10 10s, Practical Surgery. 
Morris Bursary. £16. 2 years. 
WESTMINSTER HOS- Guthrie Entrance £60 (total). | OpenCompetitive Examinationamong For Students 
} i PITAL Scholarship. | Candidates under twenty-five years entering in the 
| | of age in LaTiN,* MATHEMATICS, Winter Session. 
| EXPERIMENTAL Puysics, CHEMIS- 
| TRY, and GREEK, FRENCH, or. 
GERMAN, 
Entrance Scholar- £40 (total). aes Ditto. Ditto. 
ship. | 
| Dental Scholar- £20 (total). Ditto, as above, save that Dental Ditto. 
i ship. | Students only can compete. 
Free Presenta- . obese Open to Pupils of the Epsom Medical 
tion. — obtained by recommenda- 
4 on. | 
| | Entrance Scholar-| £40 (total). Open Competition in CHEMISTRY and For Students 
shi |. EXPERIMENTAL PHysics according entering in the 
j Teh | (Governors). | to the Synopsis of the Conjoint | Summer Session. 
moti, | Oxford and Cam- £40 (total). ooo | Competitive Examination among Ox- 
0 de | b idge Scholar- | ford and Cambridge Students in 
ship. | ANATOMY and PHYSIOLOGY. 
ae Natural Science £60. ooee | Competitive Examination in subjects For Students 
of Preliminary Scientific of London | entering in the 
| Arta Scholarship £50. Competitive Examination as for the Ditto. 
| (Entrance). Gutbrie Scholarship, except that the 
: Pa | | Latin Book is that of the London 
| Matriculation of the pr 
| January. 
Ditto. £50. Ditto. Ditto, 
| Treasurer's Prize. £10 10s. | Competitive Examinationamong First- 
| | | year Students in ANATOMY, PHYSIO- 
or BIOLOGY, and CHEMISTRY. 
President's Prize. £21. | Competitive Examination amo 
| Second-year Students in ANATOMY, 
ri | PHYSIOLOGY, and HISTOLOGY. 
Sturges Prize in £10. Notes and commentaries on 6 cases. 
Clinical Medicine. , | 
Clinical Surgery. £5. | we Ditto on 12 cases. 
Chadwick Prize. £21 in booksor| ... Competitive Examination among Me- | 
i ro instruments, | dical Students in MEDICINE and 
} | SURGERY, including PATHOLOGY | 
; | and APPLIED ANATOMY and PHYSIO- | 
| Loey. | 
q Bird Medal and £14in medal, | eee Competitive Examination in MIb- | 
fat Prize. ks,or WIFERY and DISEASES of WOMEN, 
a instruments. — MEDICINE, and PATHOLOGY among | 
Students who have completed their 
| Fourth Winter Session at the West- 
;a minster Hospital School of Medicine. | 
i; Fish Prize. £20. Baer PATHOLOGY by paper, also vivd voce | 
| in Post-mortem Roomand on MICRO- 
‘ | SCOPIC and MUSEUM PATHOLOGY. 
LONDON SCHOOL OF | Entrance Scholar- | £30. ial Competitive Examination in ENGuisu, 
MEDICINE FOR WOMEN ship. LaTIN, ARITHMETIC, EUCLID, and 
ALGEBRA. 
at. Stuart Mill £30. | @years. | Ditto. Candidates must 
Scholarship, I be willing to 
enter into a legal 
{ ; arrangement to 
practise in India 
under the Coun- 
of Dufferin’s 
Fanny Butler £14 10s. 4 years. Ditto. Candidates must be 
§ Scholarship. | willing to work in 
connexion with 
: | the Church of 
England Zenana 
Missionary 
Society. 
John Byron £20. 2 to 4 years. eer | Offered to students 
4 Bursary. already in the 
| | assistance tor the 
| | prosecution of 
| | | their medical 
| } | dies. 4 
Two Mackay £20 each, | | Given to the two Students gaining 
Prizes, ' | the highest number of marks in 
| the School Examinations during the | 
| | first two years of Medical Study. 
5 os Helen Prideaux £50. osee Given to Graduates of not more than 
yi Scholarship. | 8 years’ standing for Original Work. 
OXFORD UNIVERSITY. .. Bardett-Coutte £30 per annum. | 2 years. Competitive Examination. one 
10larships. 
Radcliffe Tray, £200, | years, Ditto. Foreign Travel for 
Fellowship. | | purpose of 
Rolleston Prize. £60 ,, 4, | Original Research Medical Study. 
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SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY—continved. 


INSTITUTION. 


| SCHOLARSHIP, &c, 


TITLE or 


| 


ANNUAL OR 
TOTAL VALUK. 


| How Lone 


TENABLE, 


| 
HOW OBTAINABLE. } 


— 


CONDITIONS 
ATTACHED TO 
TENURE. 


UNIVERSITY OF DURHAM 


College of Medicine w+ 


ot 


MASON COLLEGE BIR- 
MINGHAM 


VICTORIA UNIVERSITY ... 


OWENS COLLEGE, MAN- 
CHESTER 


Tulloch Scholar- 
ship. 


Charlton Memorial 
Scholarship. 


Gibb Scholarship. 


Luke Armstrong 
Memorial 
Scholarship. 


Heath 
Seholarship. 


Goyder Memorial 
Scholarship. 


Scholar- 
ps (1 or more). 
Sydenham 
Scholarship. 
Sands Cox 


Interest on £400 
and Go 


id Medal. 


Interest on £500 


Interest on 


£20 to £25. 
£30 10s. per 


Scholarship. 
Queen's 
Scholarship. 


Dental 
Scholarship. 


ship. 


University 
Scholarship in 
} Mecicine. 


General Entrance 
Scholarships. 


Rogers, 


Gilchrist Scholar 


£10 10s. per 
annum. 


£7 1is. 


£50. 


| 


| Examination in or Sr. LuKE 


Examination in Anatomy, PHyYsI0- 


| Awarded annually as a Scholarship in 


in Latin, ARITHMKTIC, 
ALGEBRA, Evciip, and ENGLisH 
HIsTory, 


Examination in MEpIcink, SURGERY, 
MIDWIFERY, and ParHoLoGy. 


LoGy, and CHEMISTRY. 


PaTHOLOGY to full student who 

passes the best examination in that 

subject. 

Original Essay on some subject in 
CoMPARATIVE PaTHOLOGY, 


sub, 


Original essay on CONGENITAL 
DkrorMItTi ks: THEIR Patu- 


| OLOGY AND TREATMENT. 


self in OLInIcaL MEDICINE AND 
CLinicaL SuRGERY at the Royal 
Infirmary. 


Student who most distinguishes him- 


Award of Council to orphan sons of 
Medical Practitioners, 

Competitive Examination among sons 
of Medical Practitioners under 
—. years of age in ARTS 
SUBJE! 

Open Competitive Examination in 
ELEMENTARY with a 
Modern Lan ng 

ve in sub- 
jects learned during apprenticeship. 


Awarded annually to the candidate 
who shall stand highest at the 
June preliminary examination of 

| the Victoria University provided 

| that he pass in the first division. 

_ Awarded annually on the results of 
the second examination for the 
degrees of M.B. and Ch.B. 


Subjects: Greek, Latin TRANsLA- 
Tions aT and Prosz Com- 


Students pursui: 
their medica 
studies and not of 
a sufficient stand- 


ne. 
Full students of the 
College of Medi- 
cine who have 
passed the inter- 
mediate examina- 
tion of any of the 
Licensing Bodies 
named in Schedule 
A of the Medical 
Act, 1858. 
No student is eligi- 
ble who com- 
menced his medi- 

curriculum 
more than two 
academical years 
before the date of 

to full 

of the 
College entered 
for the class on 
the Principles and 
Practice of M 
cine. 
No student eligible 
after completion 
of his curriculum, 


Open to. all 
raduates in 
edicine or Hy- 
iene and candi- 
ates for these 

degrees who have 
spent six months 
at the University, 
and whose age 
does not exceed 
thirty years. 

Any graduate in 

Medicine or Sur- 

gery of the Uni- 

versity or any 
student of the 

College of Medi- 

cine. Student's 


All ‘in 
Medicine or Sur- 
gery of the Uni- 
versity are 
eligible. 


Candidates must 
have spent first 
two years of cur- 
riculum at the 
College. 


Candidates must 
be over 18 years 
of age on July 1st. 


under 20 years of 
age. 


POSITION, 


od 


Se 
6. 
| ing to proceed to | | 
| | a Degree in Medi- 
| | 
| | 
| | 
Interest on £400), 
| | | 
| | 
{ 
| | | 
| 
Scholarship. £1000. | | 
| | 
| = 
| | | a 
| | age must not 
| 
{ £4000. | 
— Interest on’ | Annually. 
t £325. 
1 | | 
| 
3 8 years. I 
annum. 
e | £10 10s. per 8 years, 
f 
| 
} 
Le | 3 years. | 
| m 
isso. com petition. 
| 
| 
one Open to candidates i 
! 
| | || 
j i | 


— 
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SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY—continued. 


| ConDITIONS 
. TITLE OF ANNUAL OR How Lone 
InsTITUTION. &c. | TOTAL VALUE. | TENABLE. How OBTAINABLE. 
| 
OWENS COLLEGE, MAN- Seaton. £49. 2 years, | Subjects: GREEK, LATIN TRANSLA- 
CHESTER continued TIONS aT SicHT, and Com- 
POSITION. 
| Dalton. £40. 2years. Subjects: Buctip, ALGEBRA, TRIGO- 
} NOMETRY, GEOMETRY, and CoNIC 
SECTIONS. 

| Cartwright. £25. years. Ditto. 

| Hulme. £35. 3S years. Subjects: Lanaua@E and 

| LITERATURE, History, Gro- 

GRAPHY, and (LATIN, GREEK, 

| | FRENCH, or GERMAN, any two sub- 
jects). 

James Gaskill £40. ® years. MATHEMATICS and CHEMISTRY. 

Manchester £i8. 3 years. ENGLISH Essay with 
Grammar School | and PHysical SCIENCE in 
| alternate years. 

Kay-Shuttleworth 230. | Syrars. | Subjects asin James Gaskill Scholar Pupils of 
ships. bergh, Giggles- 
| | wick, or Burnle: 
| | | Grammar School. 

Theodores Exhi- £i6. | lyear. | Subjects: and GERMAN. | Successful candi- 

| bition. | | dates are required 

| | to enter for a 

| regular Univer- 
| sity course. 

| Robert Flatt Phy- £50. | 2years. Subjects: PxystoLocy and Compara- Open to Candidates 

siological Scho- | TIVE ANATOMY. whether or not 

larship. | | previously  stu- 
| | | eg of the Col- 

} | ege. 

' Dauntesey Medi- £35each. | Lyear. | Subjects: Borany, These Scholarships 
| eal Scholarships | and CHEMISTRY, | are open to all 
(two). | students prepar- 

} | | ing for a Medical 
| | | | Course who shall 
| | | not have attended 

| | Lectures or La- 
| | boratory Courses 
| , on Human Ana- 
} | tomy or Physio- 
| | | | logy, or a purely 
| | | Medical or Sur- 
| } gical Course in 
| | the Owens Col- 
| } } pea or any other 
| ical School in 
} | the United King- 
} dom. Candidates 
must not be more 
| than 256 years of 
age on October 
| } | Ist of the year 
| } of competition. 
| Scholars must im- 
| mediately on elec- 
| tion enter for a 
| full course of 
medical studies. 
Robert Platt | £15 each. First and second 

Exhibitions (two). in 
£1010; 

Turner Scholar- | £20. Students who have 
| | ‘ completed a fall 
| ' course of medi 
| | stud in the 
| College are 
} } eligible only. 

John Henry £30. «s+. | The Scholarship is awarded on the Open for com- 
Agnew Scholar- results of an a eee petition an- 
ship. written and partly clini nually to all 
| Diseases OF CHILDREN, Mxpicat students in the 
| anp SURGICAL. Medical 
{ ment who ve 
| pursued a regular 
| course of medi- 
‘ | cal study in the 
| College extendin 
| over a period o 
| not less than 4 
| years or more 
| than 6, and who 
| _ have attended 
the course of 
| | lectures on Dis- 
| | eases of Children. 
Damville Surgical £15. cone | Subjects: SYSTEMATIC, PRACTICAL, | 
Prize. | | and OPERATIVE SURGERY, SUR: 
j | GICAL ANATOMY, and SURGICAL 
| PATHOLOGY. | 
BRISTOL GENERAL Lady Haberfield Interest of Competitive Examination among | Perpetual Stu- 
HusPITAaL, Entrance Scholar. | £1000. | Medical Students in Subjects dents. 
ship. | GENERAL EDUCATION, 
Second Entrance | £20. — | Ditto, 
Scholarship. 
| £10 10s, Ditto. 
Clark Prize. | £15, pees Class Work of Thin year Students. 
Clarke Scholar. | £15. | Competitive Examination in SURGERY Ditto, 


ship. 


among Students of Fourth Year. 


EB 
| 
+E U 
iti 
q 
| 


year. 
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, TITLE OF ANNUAL OR | mow LONG | CONDITIONS 
INSTITUTION. ‘SCHOLARSHIP, &¢.| TOTAL VALUE. | TENABLE. How cnramams, 
| TENURE, 
} 

BRISTOL GENERAL HOS. Sanders Scholar- £22 10s. ES essa Competitive Examination in MEpI-| Perpetual Stu- 

PITAL—continued. ship. | cian, SURGERY, and MIDWIFERY of 
| Fourth-year Students. 
_ Martyn Memorial | Two annually, coco Examination in PaTHOLOGY and Ditto. 
Pathological each of value of MoRBID ANATOMY. 
Scholarships. £10. 
Committee Gold sane aie To most distinguished Students of Ditto. 
' and Silver Medals. Fiftb Year. 

LEEDS SCHOOL OF MEDI- Entrance Scholar- £67 4s. eeee Competitive Examination amo Complete Course 
CINE (YORKSHIRE COL- | ship. Medical Students who have of Lectures and 
LEGE). Preliminary Scientific Examination Practical Classes 

| at London or Victoria University. at Leeds School. 
| Infirmary Scholar- £2. ones Competitive Examination in ARTS | CompleteCourse of 
| ship. among Students who have passed one| Hospital Practice 
| of the Preliminary Examinations. and Clinical Lec- 
| | = at Leeds 
Hardwick Prize. | £10. Competitive Examination amo 
| | Clinical Clerk Students of two years 
} | standing in CLINICAL MEDICINE. 

McGill Prize. £10. rere Competitive Examination among ad- 
} vanced Surgical Students in 

CLINICAL SURGERY. 
| Thorp Prizes. £10 and £6. sini Examinations in Forensic Medicine 
| and Hygiene. 
Thorp Prize Essay. £15. oot y or research on some subject | Every three years 

| connected with FORENSIC MEDI- | to former students 
| CINE, TOXICOLOGY, or PUBLIC of ds 
} HEALTH. School. 

UNIVERSITY COLLEGE, Holt Tutorial £100 each. lyear. | Vote of Faculty to Student of not less | Teaching and 

LIVERPOOL | n four years’ standing. Original 
| (two annually). 
ip. No. 1. 21 perannum. | 2 years. | Competitive xamination among rat Course 
Junior Students in Ist at Victoria Uni- 
SUBJECTS. versity. 
No. 2. £21, onan Competitive Examination among 
| | Third-year Students in ANATOMY, 
| | PHYSIOLOGY, and MATERIA MEDICA. 
| Derby Exhibition. £15. mo Competitive Examination among 
| | Fourth- or Fiftn-year Students in 
| CLINICAL SUBJECTS, 
“EDINBURGH UNIVERSITY , ThesesGold Medals. ron ose Candidates for M.D. who present None. 
| Theses of high merit. 
Crichton Research £100 perannum.| 1,2,or | Competitive Examination for M.B.’s 
| Scholarships in 8 years. of the University of not less than 
| Anatomy, Phy- four years’ standing. 
| siology, Mater 
| Medica, and 
| Pathology. 
Surgical £105 perannum.| 2 years. | Competitive Thesis by M.B. of not | None. 
‘ellowship. more than three years’ standing. | 
Goodsir Memorial | £100 perannum.| 2 years. | Competitive Essay by M.B., &e., of | ssoee 
Fellowship. not more than three years’ standing. 
| Leckie Mactier £80 per annum. years. | Competitive Examination among 
Fellowship. M. mo of not more than three years’ 
| standing. 
| Freeland Barbour £100. 1 year. Highest Marks in ANATOMY, PHysIo- | One year’s research 
| Fellowsbip. } LOGY. and PaTHOLOGY in Protes- in Midwifery. 
| | sional Examinations 
Sibbald Scholar- £40 per annum. 8 years. | Competitive Examination among Uni- | Continued study. 
| ship. | versity Students in ¢ HEMISTRY, 
Botany, Paysics, and ZvoLocy. 
Thomson Scholar- £40 perannum. 4 years. | Competitive Examinations in Botany, 
ZOOLOGY, and MECHANICS (Pre- 
| ferential Candidates.) 
| Hope Prizes (2) | £25. shea Distinction in MINOR CHEMICAL None. 
Schola ships. CLass. 
| Vans Dunlop 
Scholarship. | 
‘a 0. 1. | £100. Syears. | First place in MEDICAL PRELIMI- | Continued study. 
| NaRY EXAMINATION, 
os No. 2. | £100. 8 years. Botany and ZOOLOGY. Ditto. 
| »» No. 3. | £100. 8 years. | Competitive Examination in PHysio- Ditto. 
| a LoGy and 
| 0. 4. 00. 8 years. Competitive Examinationin ANATOMY Inued study 
| and PHYSIOLOGY. and researcb. 
| No. 5. | £100. 8 years. MEDICA ‘including Ditto. 
| | PHARMACOLOGY). 
: | Pm No. 6. | £100. 3 years. PATHOLOGY and MEDICAL JURIS- Ditto. 
| PRUDENCE and HFALTH. 
Murchison Memo- Intereston | 1 year. Competitive Examination in CLINICAL None. 
| ‘rial Scho rship. | £1000. | MEDICINE. | 
| Stark Schols rs £112. | lyear. | Competitive Examina‘ion inCLINicaL | Research in Clivi- 

| Clinical Medi- | } MEDICINE. cal Medicine. 

ne. 

{ Buchanan Scho- Interest on | 1 year. Competitive Examination and Class None. 

| larship. | £1000. | Work in MipwWirERY and GYN&- 
| | COLOGY. 
James Scott £45. | year. | Competitive Examination and Class None, 
| Scholarship. | Work in MIPWIPERY. 
Ettles Scholarship. | £35. tee Most distinguisced M.B., Ch.B. of None. 


* several Fellowships, Scholarships, Bursaries, &c., in the above list are vacant in alternate years. 


Tew 


Be > 


= 

i 

| 

i 
ey | 
ol. 
di- 
red 

a 
er- 

| 
tes 
10t 
tu- 
‘ol- i 
ps fi 
all q 
ar- 
cal a 
all 
led 
La- 
na- ij 
‘io- | 
ely | 
ur- | 
in 
‘ol- | 
ler 
in 
tes 
re 
of 
er | 
“ar 
mm. 
m- 
of | 
le 
nd 
in 
ive 
ull 
cal 
he 
re 
m- 
all | 
he 
rt- 
ve 
di- 
he 

at 
ore 
ho 
led 
of | 
| 
an. 
| 
= 


502 Tre LANCcET,] 


SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY. 


[Aucust 21, 1897. 


BU UNIVERSITY | 


GLASGOW UNIVERSITY — 
QUEEN 
LEGE... . 


—— 
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SCHOLARSHIPS GIVEN IN’ AID OF MEDICAL STUDY—continued. 
TITLE OF ANNUAL OR Lona | | 
SCHOLARSHIP, TOTAL VALUE. TENABLE. | How OBTAINABLE. 
| 
Macka Smith | £25 perannum, | 2 years. | Competitive Examination in CHEMIS- None. 
Sche larship in TRY among University Students, 
| Chemistry. | 
Houldsworth £40 1 year. Competitive Examination in MATERIA Research in Phar- 
Scholarship. MEDICA among University Students | macology. 
| or Graduates. | 
Sibbald } } 
No. 1. | £30. 
No, 2. | £30. ‘ 
| | eso 3 Competiti E ti N 
" No rannum. years, petitive xamination among one, 
- No. 2. | £30 per annum. 3 years. None. 
| Thomson Bursary. | wes 
} és No.1, | £25 perannum. | 4 years. Distinction in Preliminary Medical None. 
| Examination, 
“ No.2. | £25perannum.| 4years. | Distinction in Preliminary Medical None. 
| Examination, | 
_ Grierson Bursary. | | 
| os No. 1.) £20. 1 year. Distinction in Preliminary Medical None. 
| | Examination. (Natives of Crawford 
| | or Leadhills preferred.) 
} a No. 2 | £20. 1 year. Competitive Examination in CHEMIS- None, 
TRY, Borany, and NATURAL 
History and Puysics among 
| | Second-year Students. (Natives of | 
} Crawford or Leadhills preferred.) 
0. 3. | ‘ ‘ompetitive Examination in ANATOMY one, 
a! No. 3. £20. lyear. | Competitive E tioninA | N 
| and PHYSIOLOGY among Third- | 
} year Students. (Natives of Craw- | 
| ord or Leadhills preferred.) } 
No. 4. £20. lyear. | Competitive Examination in MATERIA 
MEDICA among Fourth-year Stu- 
dents. (Natives of Crawford or 
{ | Leadbills preferred.) | 
. No. 5. | £10 1 year. Competitive Examination in P. | 
| | LOGY among Fourth-year Students. | 
| (Natives of Crawford or hills | 
preferred 
} j | | 
| Crichton Bursary. | £50 per annum. | 4 years. Medical Preliminary Born in Scotland. 
| 
| Dr. J. A. Carlyle | | 
| rsary. 
| ” No. 1. | £28. | Lyear. | Proficiency in Class Examinations in | None. 
ANATOMY and CHEMISTRY. | 
pa No. 2. £28, lyear. | Proficiency in Class Examinations in None. 
ANnaTOMY and PHYSIOLOGY. } 
Mackenzie Bur- | } 
sary | 
a No. 1. | £21 5s, ave Industry and Skill in Junior Class | None. 
| work of PRACTICAL ANATOMY, 
| * No, 2. | £21 5s, coc Industry and Skill in Senior Class | None, 
| } work of PRACTICAL ANATOMY. 
| Beaney Prine, £37 10s, Highest Marks taken in ANATOMY, None. 
| SURGERY, and CLINICAL SURGERY 
by University Student in M.B. and | 
| C.M, Examinations. | 
| Hope Chemistry £100, eee | Competitive Examination among Uni- | None. 
| Prize, | versity Students. | 
| } 
' Neil Arnott Prize. £42. bike ay in Natural Philosophy in None. 
| | the M.A. Examination. 
Prize. £10 10s, Com titive Reports on Cases by | None. 
| 
j nical Students. | 
| Mackintosh Mental £30. 1 year. Give . nm for competi- 
Science Bursary. | | 
| oO 
| | | j either sex who 
{ | have attended the 
| | lectures on In- 
| | | sanity. 
_ George Grant, £45, ‘4 years, | Nomination by 
Bursar | : mor. 
| Dr. Thos. Gibson } £39. 3 years, | > medical 
ursar. | | stu 8 
| } | ing to 
| | | sionaries in con- 
| nexion with the 
Chereh of Scot- 
and. 
| Arthur Bursary | £20. 3years, | Competition by students of 1 year’s; Restricted to 
| | standing in the subjects of the First) women students 
| } Professienal Examination, only. 
| 
| TenJuniorScholar-- £20 each. om | 
ships for Matric u-| | 
| lated Students, | 
two for each of 
the five years’) | 
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SCHOLARSHIPS GIVEN IN AID OF MEDICAL STUDY—centinued. 
ConbiTions 
TITLE OF ANNUALOR How LONG 
INSTITUTION, SCHOLARSHIP, &e. TOTAL VALUE. | TENABLE. Ifow OBTAINABLE, = 

ROYAL COLLEGE OF Class Prizes. £72. or Proficiency in Class Examination. odes 
SURGEONS INIRELAND, | Carmichael £15, Examination in ANaToMy, 
SCHOOL OF SURGERY... Scholarship. LoGy, HusroLogy, CHEMISTRY, @ third year. 

Mareria MEpica, and PHarMacy. 
Mayne Scholar- £15. SURGERY, MEDICINE, JURISPRUDENCE, Open to students of 
ship. MipwireRy, and ODiskasks oF third and fourth 
Women. year. 
Barker Bequest £26 5s. neo For best DissEcTiIon. dou to all medical 
| students. 

ROYAL UNIVERSITY OF Travelling Medical £100. once The subjects are in rotation: (1) Ana- Those who have 

ERBLAND ... sco soo, coe Scholarship. TOMY AND HIsToLoGy; the Medical 
PHYSIOLOGY AND PaTHOLOGY. | Examina- 
| tion either in the 
year of the scholar- 
| ship examination 
Orin the year im- 
mediately preced- 
ing are alone 
eligible. 
Dr. Henry Hutch- 
inson, Stewart 
Scholar- 

“a No.1 £10. 8 years, Competition in the mats of the Candidates must 

second examination in MEDICINE. present them- 
selves after the 
lapse of not more 
than one  aca- 
demical year 
from the time of 
passing the first 
examination in 
' medicine. 

No. 2 £50. 3 years. Subjects include Competition 
MgpicINE, Diskasks OF THE NER- medical students 
vous SysTEM, and Anatomy, Psy- of not more than 
CHOLOGY and PaTHOLOGyY oF 2 years’ standi 
Bray, Corp, aND NERVES. for ficiency in 

the knowledge of 
Mental Diseases. 
Fee £2. 
Student- £200. 2 years. and Fee £2. 
ship. 

QUBEN’S COLLEGE, Right Junior £25eachand  .lyear. , Competitive Examination in subjects. Students must be 

Scholarships. half fees. of each year of Medical Course, _ of the standing of 


Novrg.—St. Andrews University.—For Scholarships, Xc., see 


e 
Norr.—Glasgow University.—In addition to the bursaries oo page we above in connexion with Queen Margaret College, there will be at least 
leven bursaries and prizes of the aggregate value of about £218 awarded during the session 1897-98. 


PUBLIC HEALTH. 


INSTRUCTION FOR DIPLOMAS IN 
STATE MEDICINE. 
ENGLAND. 

THE following recommendations, designed with a view of 
ensuring ‘‘the possession of a distinctively high proficiency, 
scientific and practical, in all the branches of study which 
concern the. public health,’’ were adopted by the General 
Medical Council in 1896.' | The regulations require that~- 
“*(1) A period of not less than twelve months shall elapse 
between the attainment of a first registrable qualification in 
Medicine, Surgery, and Midwifery and the examination for a 
diploma in Sanitary Science, Public Health, or State Medi- 
cine ; (2) every candidate shall have produced evidence of 
having attended, after obtaining a registrable qualification, 
during a period of six months, practical instruction in. a 
laboratory approved of by the body granting the qualification ; 
(3) every candidate shall have produced evidence of hawing 
for six months practically studied the duties of out-door 
sanitary work either under a medical officer of health who is 
a teacher in public health in a recognised . school, or under 
the medical officer of health of a county or of. .a, single 
sanitary district of 50,000, or a combination of. districts, of 
35,000 inhabitants in England, or of 30.000 in Scotland or 
Ireland ; (4) the examination shall have been conducted by 
examiners specially qualified, and shall comprise,laboratory 

1 The were last sett) un 
e yong tert settled on June 9th, 1896, and came into 


rules as-to study shall not apply to medical practitioners 

registered, or entitled to be registered, on or before Jan. Ist, 
| 1890.’’ It was enacted by Section 18 (2) of the Local Govern- 
| ment Act, 1888 [England and Wales], that after Jan. 1st, 
| 1892, no such appointment (that of medical officer of health) 

may be made in any county, or in avy district or 
| Soonbinntion of districts with a ulation of 50,000 or 
upwards, unless the officer—having, of course, qualifications 

in .Medicine, Surgery, and Midwifery—is as 
; the -holder of a diploma in Sanitary Science, Public 
| Health, .or State .Medicine under Section 21, of the Medical 
, Act, 1886, or has during any three consecutive years pre- 
| ceding 1892 been medical officer of a district or combina- 
; tion of districts with a population of 20,000 at least, or has 

for three years previously to Aug. 13th, 1888, been a medical 
| officer or inspector of the Local Government Board, With 
| the sanction of the Local Government Board, the same 
| person may be appointed medical officer for two or more 
districts. 

London. University.—Sanitary Science is included under 
the head of State Medicine in the M.D. degree, and a cer- 
tificate has to be produced showing that a course of prac- 
tical instruction has been attended for the prescribed 
period, and that the course has included such: chemical, 
microscopical, and meteorological work and exercises as 
more especially relate to sanitation. The attendance in- 
eludes six months’ practical instruction in a laboratory and 
six’ months’ out-door sanitary work. Certificates will be 
‘ received from the holder of any public health office directly 
‘ or indirectly subject to contro! a Secretary of State or 


| 
—_ as well as written and oral examination; (5) the 
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a Government Department. If a candidate have studied 
State Medicine for one year and have held for a period of 
two years the position of medical officer of health in any 
sanitary district, or without having studied State Medicine 
have held for a period of three years the position of medical 
officer of health in any sanitary district, he will be eligible 
for the examination. 

Cambridge University.—Examinations in so much of State 
Medicine as is comprised in the functions of medical officers 
of health will be held in Cambridge, beginning on the first 
Tuesday in April and in October, and ending in the following 
week. Any person whose name is on the Medical Register is 
eligible as a candidate for this examination : Provided (a) he 
be in his twenty-fourth year at least when he presents himself 
for the first part of the examination, and have attained 
twenty-four years of age before he presents himself for the 
second part ; (+) a period of not less than twelve months 
shall have elapsed between the time when he first obtained a 
registrable qualification and the time when he presents him- 
self for either part of the examination ; (c) he prodace 
evidence of having, before or after obtaining a registrable 
qualification, attended the clinical practice of a hospital for 
infectious diseases approved by one of the licensing bodies 
recognised under the Medical Acts ; (d) he produce evidence 
of having, after obtaining a registrable qualification, attended 
during a period of six months on one or more courses, 
approved by the Syndicate, of practical laboratory instruction 
in Chemistry, Bacteriology, and the Pathology of those 
diseases of animals that are transmissible to man; (¢) he 
prodace evidence of having, after obtaining a registrable 
qualification, practically studied for six months the duties of 
out-door sanitary work under the medical officer of health of 
a county or large urban district, unless he have himself held 
an appointment as medical officer of health under conditions 
not requiring a special sanitary diploma. The provisions (4), 
(ce), (d), () are not to apply to (a) candidates whose names 
shall have been placed on the Medical Register on or before 
Jan. 1st, 1890, or who have obtained a registrable qualifica- 
tion on or before that date ; (8) candidates who have for a 
period of three years held the position of medical officer of 
health to any county, or to any urban district of more than 
20,000 inhabitants, or to any entire rural sanitary district. 
The examination is in two parts. The first will com- 
prise Physics and Chemistry; the principles of chemistry 
and methods of analysis, with especial reference to analyses 
of air, water, and food; application of the microscope, 
including the investigation of micro-organisms ; the laws of 
heat and the principles of pneumatics, hydrostatics, and 
hydraulics, with especial reference to ventilation, water- 
supply, drainage, construction of dwellings, disposal of 
sewage and refuse, and sanitary engineering in general; 
meteorology in relation to health ; sources of water-supply ; 
and statistical methods in their application to public health. 
The second part will comprise Laws and Statutes relating 
to public health; origin, propagation, pathology, and pre- 
vention of epidemic and infectious diseases, including those 
diseases of animals that are transmissible to man; effects 
of overcrowding, vitiated air, impure water, and bad or 
insufficient food ; unhealthy occupations and the diseases 
to which they give rise; water-supply and drainage in 
reference to health ; nuisances injurious to health ; distribu- 
tion of diseases within the United Kingdom, and effects of 
soil, season, and climate. The following is a list of Colleges 
and Schools of Medicine at which the conrses of laboratory 
instruction have, for the purposes of this examination, been 
already approved by the Syndicate: The Chemical and 
Pathological Laboratories, Cambridge; the University of 
Edinburgh ; the London Hospital Medical College; St. Bar- 
tholomew’s Hospital Medical Coilege ; King’s College, 
London; University College, London; the Army Medical 
School, Netley; Owens College, Manchester; the Uni- 
versity of Durham Medical School, Newcastle-on-Tyne ; 
Mason College, Birmingham; University College, and 
Southern Hospital School. Liverpool; St. Mary’s Hos- 

ital Medical College; Charing-cross Hospital College ; 

niversity College, Bristol ; and Yorkshire College, Leeds. 
The examination in both parts will be oral and practical, 
as well as in writing. One day at least will be devoted to 
practical laboratory work, and one day to oral and practical 
examination in, and reporting on, subjects connected with 
out-door sanitary work. No candidate will be approved by 
the examiners who does not show a high profisiency in 
all the branches of study, scientific and practical, which 
concern the public health. Every candidate will be 


required to pay a fee of £5 5s. before admission or readmis- 
sion to either part of the examination. Every candidate 
who has both parts of the examination to the satisfac- 
tion of the examiners will receive a diploma testifying to his 
competent knowledge of what is required for the duties of a 
medical officer of health. All applications for information 
respecting this examination should be addressed to Dr. 
Anningson, Barton-road, Cambridge, Secretary to the 
Syndicate. Candidates who desire to present themselves for 
the examination in October next must send in their applica~- 
tions on forms supplied for the purpose and transmit the fees 
to J. W. Clark, M.A., Registrary, University of Cambridge, 
on or before Sept. 17th. Cheques should be crossed “ Barclay 
and Co., Ltd.’’ The fee for either part of the examina- 
tion cannot be returned to any candidate who fails to present. 
himself ; but he will beentitled, without an additional fee, to 
be a candidate on one subsequent occasion. The applica- 
tions of candidates whose names have not been on the 
Medical Register for three years should be accompanied by 
a certificate of birth or other proof of age. 

University of Oxford (Diploma in Public Health) —An 
examination, open to all registered Medical Practitioners, 
conducted partly in writing, partly vivd voce, and inp 
each subject ly practical, is held in Michaelmas 
Term in the following subjects :—General Pathology, 
with special relation to Infectious Diseases, the Laws 
relating to Public Health, Sanitary Engineering, Vita) 
Statistics. The fee for admission to tne examination 
is £10. Candidates (a) must have spent after registration 
a period of at least six months studying in a public 
health laboratory approved by the Board of the Faculty 
of Medicine. Candidates must also (+) have had their 
names on the Medical Register of the United Kingdom 
for a period of at least twelve months; (c) have spent 
after registration a period of study, of not less than six 
months in all, under the medical officer of health of 
a county or of a city or town containing at least 50,000 
inhabitants, or under two or more such medical officers 
of health. Certificates of proficiency are granted to those 
who pass this examination. 

University of Durham.—Sanitary Science is the speciab 
object of the dezrees in Hygiene. Candidates for the degree 
of Bachelor in Hygiene (B.Hy.) must be at least twenty-two 
years of age and registered, and before presenting themselves 
for examination must have been for at least twelve months 
graduates in Medicine of a recognised university. ‘They 
shall spend six months at Newcastle-upon-Tyne studying 
Pablic Health, Comparative Pathology, Practical Bacteriology, 
Oatdoor Sanitary Work, Infectious Diseases, Sanitary and 
Practical Chemistry. They have to pass an examination in 
Sanitary Chemistry, Physics, Sanitary Legislation, 
parative Pathology, Vital Statistics, Nosology, Distribution 
of Health and Disease, Sanitary Medicine, and Practical 
Hygiene. The fee for the examination for the degree of 
B.Hy. is 10 guineas, and for the degree £6. Candidates for 
the degree of Doctor in Hygiene (D.Hy.) must have acquired 
the degree of Bachelor in Hygiene, must for two years sub- 
sequently have been engaged in practice as a Medical Officer 
of Health, and must write an essay upon some practical 
hygienic subject. The fee for the examination for the 
degree of D.Hy. is £5, and for the degree £6. ‘The regula- 
tions for education and examination for the Diploma in 
Pablic Health (D.P.H.) are the same as those for the degree 
of Bachelor of Hygiene, except that the candidate is not 
required to be a graduate in Medicine of a recognised 
university, and the course of study need not be passed at 
Newcstle-upon-T'yne. The fee for the examination and 
diploma in Pablic Health is ten guineas. 

Victoria University.—An examination in Public Health 
is heid yearly under the following regulations: The 
examination is in two and is written, oral, and 
practical. Candidates before entering for either part. 
of the examination must have held for not less than 
twelve months a registrable qualification in Medicine, 
Surgery, and Midwifery, and must present satisfactory 
certificates of having attended courses of instruction in 
Public Health and in Chemistry as applied to Public 
Health in a college of the University, or in a college or 
medical school recognised for this purpose by the Uni- 
versity ; of having attended, after obtaining a registrable 
qualification, during at least six months, practical instruc- 
tion in a laboratory approved by the University, the courses 
emg Chemistry as applied to Public Health, Bacterio- 
logy, and the Pathology of those diseases of animals which 
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are communicable from animals to man ; of having attended 
for three months the clinical practice of a hospital for 
infectious diseases; of having practically studied the 
duties of out-door sani work for not less than six 
months under the Medical Officer of Health of a county 
or of a large urban district. Candidates may present 
themselves for Parts I. and II. separately or at the 
same time, provided that no candidate be admitted to 
Part II. unless he has already passed in Part I. No 
candidate’s name will be published until he has satis- 
fied the examiners in both parts of the examination. 
The fee for each part is £5 5s., and must be paid 
on or before July 1st in each year. For any subsequent 
examination in the same part the fee will be £3 3s. Every 
candidate who has passed both parts of the examination to 
the satisfaction of the examiners, and who is legally regis- 
tered, will receive a Diploma in Public Health. The 
examinations will begin on the third Monday in July each 
ear. 

" Royal College of Physicians of London and the Royal 
College of Surgeons of England.—The following are the 
regulations for obtaining the diploma in Public Health: 
Section 1: Candidates must be registered under the Medical 
Act. The examination consists of two parts. The fee for 
each part is £5 5s. A candidate intending to present him- 
self must give fourteen days’ written notice to the Secretary, 
at the Examination Hall, Thames Embankment, W.C. A 
candidate registered under the Medical Act on or before 
Jan. 1st, 1890, will be admissible to Part I. of the examina- 
tion on producing evidence of being at least twenty-three 
years of age, and to Part II. on producing evidence of being 
at least twenty-four years of age. A candidate registered 
under the Medical Act after Jan. 1st, 1890, will be admissible 
to examination in Part I. on producing evidence (1) of having 
been in possession of a registrable qualification in Medicine, 
Surgery, and Midwifery for at least twelve months ; (2) of 
having attended, after obtaining such registrable qualifica- 
tion, practical instruction in a laboratory recognised by the 
Examining Board in England during a period of six months ; 
and (3) of being at least twenty-three years of age. A candi- 
date will be admitted to Part II. of the examination on pro- 
ducing evidence (1) of having, during a period of six months 
after obtaining a registrable qualification, either practically 
studied the duties of out-door Sanitary Work under the 
medical officer of health of a county or large urban district 
or else held appointment as medical officer of health under 
conditions not requiring the possession of a special Sanitary 
diploma ; (2) of having attended the clinical practice of a 
hospital for infectious diseases r ised by the Examining 
Board in England, either before or after obtaining his regis- 
trable qualification in Medicine, Surgery, and Midwifery 
(this certificate is not required in the case of a candidate 
who produces evidence that he has commenced special 
study of Sanitary Science before Jan Ist, 1894) ; and (3) of 
being at least twenty-four years of age. 

King’s College, London. — The necessary Laboratory 
Instruction to comply with the regulations of the various 
Universities and other Medical Licensing Bodies will be 
given by Professor William R. Smith, M.D., D.Sc., and 
Professor Edgar M. Crookshank, M.B. Lond. The syllabus 
includes Physics, Chemistry, Microscopy ; Parasites and 
other Organisms Infesting Food-stuff or the Human 
Body; Bacteriology, including the Cultivation and Recog- 
nition of Micro-organisms. The course will last six 
months, four months of which will be spent in the 
Laboratories of Public Health, and two months in the 
Bacteriological Laboratory. Fee 20 guineas, payable in 
advance in the College Office. Under the direction 
of Professor William R. Smith, M.D., D.Sc., and Demon- 
strator C. G. Moor, M.A., practical instruction will be 
given in the laboratories in the methods of Analysis 
of Air, Water, Foods, &c.; Detection of Poisons. Fees, 
one month, £4 4s.; three months, £10 10s. The labora- 
tories are also available for original investigations and 
practical work in Public Health, and are open daily from 
9 A.M. to 4 P.M. and on Saturdays to 1 P.M. In Public 
Health special classes will be held during the winter session 
by Professor W. R. Smith; fee, £12 12s. ‘The Bacteriological 
Laboratory is open daily for original research under the 
direction of the professor and demonstrator of Com- 
parative Pathology and Bacteriology. For one month for 
original research, 3 guineas. For a longer period by arrange- 
ment. For one month for private study, with supervision, 
4 guineas. For a longer period by arrangement. Practical 


course for a month, with attendance on lectures, 5 guineas. 
For a year, 30 guineas. Professor H. G. Seeley, F.R.S., 
will deliver a course of six lectures on Physiography. For 
further particulars connected with any of the foregoing classes 
apply to Professor W. R. Smith, King’s College, London. 
University College, Bristol.—A course of lectures on the 
Principles and Practice of Hygiene is given at the 
College by D. 8S. Davies, M.D. Lond., D.P.H. Cantab., 
on Mondays and Fridays, 10-11 A.M., commencing on the 
first Monday in October. A six months’ course of Prac- 
tical Laboratory Instruction is given at the Western Counties’ 
Laboratory, Park-street, by Mr. F. Wallis Stoddart, com- 
mencing on the first Wednesday in October, and including 
the subjects of Chemistry, Physics, Bacteriology, and Para- 
sites. Demonstrations on the provisions and practical work- 
ing of the various Acts relating to Public Health and on the 
Orders, Circulars, and By-laws of the Local Government 
Board are delivered by Mr. J. C. Heaven on Mondays and 
Fridays, commencing on the first Monday in October. Gen- 
tlemen taking out the course are admitted to practical 
out-door sanitary work during the session, under the super- 
vision of the Medical Officer of Health for the city and port 
of Bristol. They are considered as pupil assistants, and 
are required to carry out diligently such of the duties of 
medical officers of health as they may be directed to under- 
take. Facilities are afforded during the course for the 
study of those diseases of the lower animals which are com- 
municable to man. Fee for the entire course, 20 guineas. 


SCOTLAND. 

Edinburgh University.—Two 4 in Science in the 
Department of Public Health are conferred by the University 
of Edinburgh—viz., Bachelor of Science in Public Health 
and Doctor of Science in Public Health. Candidates for the 
degree of B.Sc. in Public Health must be graduates in 
Medicine of a University of the United Kingdom, or of some 
other University recognised for the purpose, and must pass 
two examinations, for the first of which they must, after 
graduation in Medicine, have worked for at least twenty 
hours per week during a period of not less than eight months, 
of which at least five consecutive months must be in the 
Public Health Laboratory of the University of Edinburgh 
and the remainder either there or in a_ laboratory 
recognised by that University; they must also have 
attended lectures on Physics and Geology in some 
Scottish University. Candidates are not admitted to the 
Second Examination sooner than six months after having 

the First Examination, nor sooner than eighteen 
months after having taken their degree in Medicine, and 
they must have attended two separate courses in Public 
Health in some University of the United Kingdom, or in 
such medical school or Indian, Colonial, or Foreign Univer- 
sity as may be approved for the purpose by inburgh 
University, each course consisting of forty lectures at least ; 
one of these courses shall deal with medicine and the 
other with engineering, each in its relation to public 
health. They must also give evidence (1) that for six 
months they have practically studied sanitary work under 
the medical officer of health of a county or borough or 
district containing a population of not less than 25 000; 
(2) that they have had three months’ clinical instruction 
regarding fevers and infectious diseases ; and (3) that they 
have had three months’ instruction in mensuration and 
drawing. The subjects of examination include Labora- 
tory work, Paysics, Geology, Medicine in its application to 
Public Health, Sanitation, Sanitary Law, and Vital 
Statistics. Graduates who have held the degree of B.Sc. in 
Pablic Health from the University of Edinburgh for a term 
of five years may offer themselves for the degree of D Sc. in 
Public Health in that University. They must then present 
a Thesis and pass an examination in Pablic Health. The 
fees are £3 3s. for the First and £3 3s. for the Second 
B.Sc. Examinations, and £10 10s. for the degree of D.Sc. 

University of Aberdeen.—The Diploma in Public Health 
(D.P.H.) is conferred only on graduates in Medicine of a 
University in the United Kingdom ; and a period of not less 
than twelve months must elapse between medical graduation 
and entrance to the examination for the diploma. Every 
candidate must produce evidence of having attended, after 
graduation in Medicine, during a period of six months, 
practical instruction in Hygiene in a laboratory ae of 
by the University, together with having for a like period 


after graduation practically and daily studied the duties of 
out-door sanitary work under the Medical Officer of Health 
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of a county or large urban district, or also of having himself 
held appointment as Medical Officer of Health. He must 
also have regularly attended for six months the wards of a 
general fever hospital containing not less than fifty beds. 


Every candidate who is not a graduate 


University must have attended a course of instruction in the 
University in one or more of the subjects embraced in the 
examination for the diploma. The diploma is conferred after 
an examination in Public Health held in March and July of 
each year. Candidates desiring to appear for examination 
at either of these periods must send in their names, with the 
necessary fee, to the Secretary of the Medical Faculty before 
the first day of the month in which the examination takes 

e. The fee for the examination is £5 5s. The examination 
is conducted by specially qualified examiners appointed by the 


University. Candidates may enter for 


tion at one period, or they may enter for Parts I. and II. at 
one period and for Parts Ill. and IV. at another and 


subsequent period. 


The Royal Colleges of Surgeons and Physicians of Edin- 
burgh and the Faculty of Physicians and Surgeons 
Glasgow.——All candidates for the diploma in Public Health 
must have been qualified for at least one year. Those 
qualified before 1890 and also those who have held the 
position of Medical Officer of Health to a county or to an 
urban district of more than 20,000 inhabitants, or an entire 


rural sanitary district, do not require to 


attendance on any special courses. All othercandidates must 
have attended, after qualifying, six months’ practical instruc- 
tion in a recognised public health laboratory or laboratories, 
and must have studied “for six months the duties of out-door 
sanitary work under the Medical Officer of Health of a county 
or large urban district, or ‘must themselves have held an 
appointment as Medical Officer of Healvh: wander conditions 


not requiring the possession of a sanitary diploma. It is 

ended where possible to take out a course of 

instruction in the diseases of animals transmissible to man. 
‘There are two examinations, and candidates may enter for 


also recomm' 


both at one period or for either « 


at ¢ separately:': 
Examination includes (4) Laboratory’ Work, (6) Chemistry, 
Examina- 


tion embraces (a) Report on Premises visited, (>) Examina- 
tion at Fever Hospitel, (0) Examination at Public Abattoir, 
(a) Epidemiology and Endemiology, (¢) Vital Statistics and 
Sanitary Law, and (f) Practical Sanitation. ‘The fee is 10 
guineas for both examinations, or 6 guineas for either of 
them. The examination is held twice yearly, in May 
and October. The published regulations provide detailed 
synopses of the subjects of examination and give lists 
of books from which to select. The Registrar for Edinburgh 
is Mr. James Robertson, 48, George-square ; and for Glasgow 
Mr. Alexander Duncan, 242, St. Vincent-street. - 


IRELAND. 
Royal University of Treland.—This 


diploma in Sanitary Science. It is conferred only on graduates 
in Medicine of the University. Candidates are not admitted 


to this examination until the lapse of 


the time of obtaining the first registrable qualification ; they 
must give notice in writing to the Secretaries of their inten- 
tion to present themselves and must pay the fee, £2, at least 
one month. previously to the examination. 
required to produce a certificate of having, after obtaining the 


degree of M.B., B.Ch., B.A.O., attended 


instruction in a laboratory approved by the University, and 
also of having for six months practically studied the duties 
‘of out-door sanitary work wnder the Medical Officer of Health 


of a county or large urban district. 


University of Dublin.—The Diploma in State Medicine is 
conferred, after examination, on the following conditions :— 
The candidate must be a Doctor in Medicine, a graduate in 
Medicine and Surgery of Dublin, Oxford, or Cambridge. The 
name of the candidate must have been on the Medical 
Register at least twelve months before the examination. The 
candidate must have completed, subsequently to registration, 
six months’ practical instruction jn a laboratory approved by 


the University and also have studied 


sanitary work for six months, under an appro 
health. Lhe subjects of examination will ‘be—(a) State 


Medicine and Hygiene, ‘including causat 


disease, contagion in different diseases, morbid diathesis, 
congenital diseases and malformations, diseases of animals 


in relation to the health of man, disea 
kingdom, famine diseases, ‘eruses 


of origin and spread of 


in Medicine of this 


the whole examina- 


produce evidence of 


The First 


University grants a 


twelve months from 


Candidates are 


six months’ practical 


practically out-door 
ved officer of 


jon and prevention of 


ses of the vegetable 


epidemics, principles of bacteriology, quarantine, disinfection 
&c.; (b) Chemistry, including air, water, and articles of food 
and drink, and their chemical and microscopical examination 
and analysis, the detection of common poisons and recogni- 
tion of injurious pigments, &e.; (c) Physics and Meteorology ; 
(d) Engineering ; (e) Morbid Anatomy ; (/) Vital Statistics 5 
(g) Medical Jurisprudence ; and (h) Practical Sanitary 
Engineering. 

Royal College of Physicians and Royal College of Surgeons 
in Ireland.—Stated examinations for the diploma in State 
Medicine are held in the months of February, May, and 
November. A special examination for the diploma can be 
(except during the months of August and September) 
obtained on payment of £5 5s., in addition to the ordinary 
fees mentioned below, and on giving notice at least one 
fortnight before the date of the ed examination. 
Every candidate for the diploma in State Medicine must be 
a registered medical practitioner. (Candidates registered 
or entitled to be registered prior to January, 1890, are 
exempt from the rules as to study.) He must subsequently 


of | to qualification (1) receive six months’ laboratory instruction 


in Chemistry, Bacteriology, and the Diseases of Animals 
transmissible to man, and (2) during six months either 
practically study out-door sanitary work under a Medical 
Officer of Health or himself hold an appointment of Medica} 
Officer of Health under conditions not requiring the possession 
of a special sanitary diploma. Candidates are examined 
on four days’ commencing on the first. Tuesday... of 
February, May, and November, and shall as an additional 
requirement attend a hospital for infectious diseases. 
Each candidate must return his name to the secretary 
of the committee of management — under the conjoint. 
seheme three weeks before the examination, and . lodge 
with him a testimonial of character from a- Fellow of 
either of the Colleges, or of the Royal Colleges of Physicians or 
Surgeons of London or Edinburgh. The fee for the examina- 
tion is £10:10s. The examination for the diploma in State 
Medicine comprises the following subjects :—State Medicine 
and Hygiene, Chemistry, Meteorology and 
Engineering, Vital Statistics, Law, and Bacteriology. For 
further particulars apply to the Secretary, 

Management Office, Royal College of Physicians, Dublin. - 


DENTAL SURGERY. 


AxyonE who is on the Medical Register is entitled to 
ctise as a dentist, although he cannot register as such 
without the special licence ; but it is of eminent advantage 
to take the L.D.S., otherwise few dental appointments at 
general or special hospitals or dispensaries are available, and, 
what is still more important, the manual dexterity and 
knowledge of mechanics requisite for the successful practice 
of dentistry can only be gained by long and careful training 
perating chair and inthe dental laboratory ; 
and, this having been attained, it costs but little trouble to 
pass the special examinations. The subjects beyond those 
included in the general qualification are—Dental Anatomy 
and Physiology (Haman and Comparative), one course ; 

course of Dental Histology, including the prepara- 


Mechanics, including the manufacture and adjustment of 
six dentares and six crowns ; Dental Metallurgy, one course ; 
a course of Practical Dental Meiallurgy ; Practice of Dentad 
Surgery at a recognised school, two years, and a certificate 
of having been engaged during a period of not less than 
years in acquiring knowledge of Dental Mechanics 
(this: may be obtained by apprenticeship to @ duly quali- 
fied dental practitioner or in the mechanical department 


minary 

having been , the student should beceme apprenticed 
to a qualified dentist and register as & dental and medical 
stadent.. (This instruction, however, may be taken prior to 
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«he date of registration as a dental student.) During his 
apprenticeship the student should receive instruction in 
Chemistry and Physics, Pharmacy and Elementary Biology, 
=ind pass in these subjects before entering the hospital. 
(Lhe foregoing constituting the First Examination.) Having 
entered the hospital, the student should attend the dental 
and general courses contemporaneously, and pass at the end 
of the second winter the Second Examination—namely, 
Anatomy and Physiology. At the completion of his second 
year of study the Dental Examination should b2 passed. 
The student should then devote his time to general studies, 
and pass the third examination. When time permits it is 
advisable to attend the general hospital only, until after the 
Virst and Second Examinations have been passed. At this 
point a break may be made to admit of the completion of the 
-dental curriculam and the passing of the examinations for 
the L.D.S. diploma. The best course, however, is to entirely 
tinish the curriculum for the M.R.C.S. and L.R.C.P. and 
then take the special Dental work. The regulations for the 
Dental Licence of the Royal Colleges of Ireland and Edin- 
ourgh and of the Faculty of Physicians and Surgeons of 
‘Glasgow are very similar to those of the English College. 
The L.D.S. can also be obtained alone. 


REGISTRATION OF DENTAL STUDENTS. 


The registration of dental students is carried on at the 
Medical Council Office in London in the same manner as 
the existing registration of medical students, and subject to 
«he same regulations as regards Preliminary Examinations. 
Students who commenced their professional education by 
apprenticeship to dentists entitled to be registered, or by 
attendance upon professional lectures before July 22nd, 1878 
<when dental education became compulsory), are not required 
<o produce evidence of having passed a Preliminary Examina- 
tion. Candidates for a diploma in Dental Surgery must pro- 
luce certificates of having been engaged during four years 
én professional studies, and of having received three years’ 
instruction in Mechanical Dentistry from a registered prac- 
citioner. One year’s bond-fide apprenticeship witha registered 
dental practitioner, after being registered as a dental student, 
may be counted as one of the four years of professional study. 
The three years of instruction in Mechanical Dentistry, or 
any part of them, may be taken by the dental student either 
‘efore or after his registration as a student ; but no year of 
«uch mechanical instruction will be counted as one of the four 
gears of professional study unless taken after registration. 

It is now necessary for anyone practising Dental Sargery in 
this country to register, and no foreign qualifications are 
admitted. Formerly exception was made with regard to the 
Universities of Harvard and Michigan. 

The Reyat College of Surgeons of England grants a 
«diploma in Dental Surgery under the following regulations, 
which apply to all Candidates who have registered as Dental 
Students after Jan. lst, 1897. Candidates are required to 
pass three examinations: the Preliminary Science Exami- 
nation, the First Professional Examination, and the Second 
Professional Examination. I. Preliminary Science Exami- 
nation. Before admission to this examination the Candidate 
must produce a certificate of baving received instruction 
«(which may be taken prior to the date of registration asa 
dental stadent) at a recognised institution in Chemistry, 
Physics, and Practical Chemistry. The examination consists 
of these subjects, and is identical with Part I. of the First 
Examination of the Examining Board in Eogland. II. Toe 
Virst Professional Examioation. The Candidate must produce 
the followieg certificates:—1. Of having been engaged 
during a pericd of not less than three years in acquiring a 
practical familiarity with the details of Mechanical Dentistry, 
eander the instruction (which may be taken prior to registra- 
tion as adental student) of a competent Practitioner or 
under the direction of the Superintendent of the Mechanical 
Department of a recognised Dental Hospital. In the case 
of qualified surgeons, evidence of a period of not Jess than 
two, instead of three, years of such instruction will be 
sufficient. 2. Of registration as a dental student by the 
General Medical Council. 3 Of having attended at a 
secognised Dental Hospital and School (a) a course of 
iectures on Dental Metallurgy; (4) a course of Practical 
Dental Metallurgy; (c) a course of Lectures on Dental 
Mechanics ; and (/) a course of Practical Dental Mechanics, 
including the manufacture and adjustment of six dentures 
and six crowns. Candidates may present themselves for the 
Yirst Professional Examination after the completion of six 
months’ attendance at a recognised Dental Hospital and 


Schoo]. ‘he Examination consists of Mechanical Dentistry 
and Dental Metallurgy; the examination in Dental 
Metallurgy will be by written paper. ILf. The Second 
Professional Examination. The Candidate must produce 
the following certificates :—1. Of having been engaged during 
four years in the acquirement of professional knowledge 
subsequently to the date of registration as a dental student. 
2. Of having attended at a recognised dental hospital and 
school (a) a course of Dental Anatomy and Physiology ; 
(>) a separate course of Dental Histology, including the pre- 
paration of microscopical sections ; (c) a course of Dental 
Surgery ; (d) a separate course of Practical Dental Surgery ; 
and (¢) a course of not less than five lectures on the Surgery of 
the Mouth, which lectures may be given at a dental hospital 
or at a recognised medical school; in the latter case they 
may form part of the course of lectures on Surgery. 3. Of 
having attended at a recognised dental hospital or in the 
dental department of a recognised general hospital the 
practice of Dental Surgery during two years. 4. Of having 
attended at a recognised medical school (a) a course of 
lectures on Anatomy, () a course of lectures on Physiology, 
(c) aseparate Practical Course of Physiology, (¢) a course of 
lectures on Surgery, and (¢) a course of lectures on Medicine. 
5. Of having performed Dissections at a recognised medical 
school during not less than twelve months. 6. Of having 
attended at a recognised hospital the practice of Surgery and 
Clinical Lectures on Sargery during two winter sessions. 
7. Of being twenty-one years of age. ‘The certificates of 
professional study will be required to show that students 
have attended the courses of professional study to the satis- 
faction of their teachers. Candidates may present themselves 
for the Second Professional Examination after the completion 
of four years’ professional study from the date of registra- 
tion as a dental student and after the Japse of not less than 
six months from the date of passing the First Professional 
Examination. The Second Professional Examination con- 
sists of General Anatomy and Physiology, General Surgery 
and Pathology. Dental Anatomy and Physiology, Dental 
Patholegy and Sargery, and Practical Dental Surgery. The 
written examination comprises General Anatomy and 
Physiology, General Pathology and Surgery, Dental 
Avatomy and Physiology, and Dental Pathology and 
Surgery. At the Practical Examination candidates may 
be examined (a) on the treatment of Dental Caries, 
and may be required to prepare and fill cavities with gold 
or plastic filling or material, or to do any other operation in 
Dental Surgery (candidates must provide their own instru- 
ments); (2) on the Mechanical and Surgical Treatment of 
the various Irregularities of Children’s Teeth. There is also 
an oral Examination. Exemption from the Preliminary 
Science Examination is granted to candidates who have 
passed an Examination for a degree in Medicine at a 
University in the United Kingdom, in India, or in a British 
colony. Exemp‘ion from Examination in Anatomy and 
Physiology is granted to candidates who have passed the 
second Examination of the Examining Board in Eogland or 
the corresponding Examination of the Royal College of 
Surgeons of Edinburgh, the Royal College of Surgeons in 
Ireland, or the Faculty of Physicians and Surgeons of 
Glasgow, or of any University in the United Kingdom. 
Exemption from Examination in General Surgery and 
Pathology is granted to candidates who have passed the 
Examination in Surgery of the Examining Board in England 
or the corresponding Examinations of the Colleges and 
Universities above mentioned. ‘The fee for the diploma is 
20 guineas, and is payable as follows :— Preliminary Science 
Examination, 3 guineas; First Professional Examination, 
2 guineas; Second Professional Examination, 5 guineas; 
the balance to be paid on the completion of the Examina- 
tions. The Preliminary Science Examination is held in 
January, March cr April, Jaly, and October in each year. 
The first and second Professional Examinations are held 
in May and November in each year. Candidates must give 
twenty-one clear days’ notice of their intention to present 
themselves for examination. 

Royal College of Surgeons, Edinburgh.—¥or the licence 
in Dental Surgery all candidates must pass a pre- 
liminary examination in general knowledge and have their 
names inscrived in the Register of Dental Students of the 
General Medical Council. A copy of regulations, giving 
a list of preliminary examinations recognised for obtain- 
ing this ticence, as well as of the subjects of the pro- 
fessional examinations, may be obtained from Mr. James 


Robertson, Clerk to the Royal College of Surgeons, at 
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48, George-square, Edinburgh. Students who commenced 
their professional education by apprenticeship or attendance 
on lectures before July 22nd, 1878, are exempt from the pre- 
liminary examinations. Candidates must produce certificates 
of having, subsequently to the date of registration, been 
engaged for four years in professional studies, and of three 
years’ instruction in Mechanical Dentistry from a regis- 
tered dental practitioner, except in the case of previously 
registered medical practitioners, when two years will be 
considered sufficient. Candidates who have commenced 
their studies after Oct. 1st, 1890, must have attended the 
following curriculum : Anatomy, one course of six months ; 
Practical Anatomy, twelve months; Chemistry, one course of 
six months ; Practical Chemistry, one course of three months ; 
Physiology, one course of six months ; Materia Medica, one 
course of three months ; Surgery, one course of six months: 
Medicine, one course of six months ; and attendance on the 
practice of a recognised general hospital, with Clinical 
Instruction, twelve months. (Candidates who commenced 
study in accordance with the regulations in _ force 
before July, 1895, shall not be required to attend more 
than six months’ hospital work.) These courses must have 
been attended at a University, or in an established school of 
medicine, or in a provincial school specially recognised by the 
College as qualifying for the diploma in Surgery. In addition 
to these courses candidates will be required to have attended 
in a recognised dental hospital, or with teachers recognised by 
the College, the following special courses of lectures and in- 
struction: Dental Anatomy and Physiology (Human and 
Comparative), Dental Surgery and Pathology, Dental 
Mechanics—one course each; two years’ attendance at a 
dental hospital or the dental department of a general 
hospital recognised by the College. Cert'ficates of attend- 
ance on such of these courses of the new curriculum as 
may be respectively required will entitle candidates to 
appear either for the first dental examination or for the 
first and second examinations for the triple qualification, as 
they may select, and subject to the existing regulations for 
each qualification. Candidates who have passed the first and 
second examinations for the triple qualification will be 
exempt from the first dental examination, and will have 
the advantage of being admissible either to the Final Dental 
Examination or to the subsequent Examination for the Triple 
Qualification, or to both. But the First Dental Examination 
will not be held as equivalent to the first and second Triple 
Examinations, and will admit to the Final Dental Exami- 
nation only. Candidates who are Licentiates of this College, or 
who may be registered medical practitioners, will be required 
to produce certificates of attendance on the special subjects 
only, and will be examined in these only for the Dental 
diploma. First Professional Examination: The candidate 
must have attended the courses on Anatomy, Chemistry, and 
Physiology. The examination embraces Anatomy, Chemistry, 
and Physiology. The fee is £4 4s. Second Examination : 
The candidate must have attended the remaining courses of 
the curriculum, must be twenty-one years of age, and must 
y a fee of £6 6s. The examination embraces Surgery, 
Medicine, Therapeutics, and the special subjects of Dental 
Anatomy and Physiology, Dental Surgery and Pathology, and 
Dental Mechanics. Unsuccessful candidates will be repaid 
£2 2s. in the First and £3 3s. in the Second Examinations. 
Candidates who claim exemption from the First Dental 
Examination, on the ground of having passed the First and 
Second Triple Qualification Examinations, will, before being 
admitted to the Second Dental Examination, be required te 
pay the total fee of £10 10s., payable for the Dental diploma, 
of which £3 3s. will be returned in case of rejection. The 
fee payable by candidates who begin study after Oct. 1st 
shall be £15 15s. 
Faculty of Physicians and Surgeons of Glasgow.—The 
regulations as to certificates, curriculum, number, and sub- 
ts of examinations, fees, &c., are in effect similar to those 
of the Royal College of Surgeons of Edinburgh. Special 
rovision is made for candidates who intend to qualify both 
Medicine and in Dentistry. There is a_ practical 
examination in Mechanical Dentistry and also an examina- 
tion in Practical Dentistry conducted in a dental hos- 
ital. 
; Royal College of Surgeons in Ireland.—All information 
concerning the licence in Dentistry may be obtained from the 
Registrar of the College, who will receive the applications of 
candidates for permission to be examined. The bank receipt 
for fees, together with all certificates, &c., are to be lodged 
with him at least seven days prior to the day fixed for the 


commencement of the examination. The Primary Denta) 
Examinations commence on the second Monday in the 
months of February, May, and November. The Final Dental 
Examinations commence on the Thursdays immediately 
following the Primary Dental Examinations. Candidates are 
required to pass three examinations—viz., Preliminary (in 
General Education), Primary Dental, and Final Dental. Pre- 
liminary Examination.—All examinations in general educa- 
tion recognised by the General Medical Council are accepted 
by the Ccllege. Preliminary Examinaticns are held con- 
jointly by the Royai Colleges cf Physicians and Surgeons on 
thethird Wednesdaysin Marchand September. Primary Dental 
Kxamination.—Fee £10 10s. ; for re-examination, if rejected, 
£5 5s. Every candidate* is required, before admission 
to the Primary Dental Examination, to produce evidence—. 
(1) of having passed a recognised preliminary examination 
and of having been registered as a medical or dental student 
by the General Medical Council ; (2) of having, subsequently 
to registration as a dental or medical student, attended at a 
recognised medical school the following courses : Lectures 
on Practical Anatomy, including Dental Anatomy, six 
months ; Demonstrations and Dissections, two courses of six 
months each ; Lectures on Chemistry, six months ; Lectures 
on Physiology including Dental Physiology, six months ; 
Practical Histology; and Practical Chemis‘ry, including 
Metallurgy, three months ; (3) of having attended Clinical 
Instruction at a recognised general hozpital for one 
year. The subjects of this examination are: (1) Physics ;? 
(2) Chemistry, including Metallurgy; (3) Anatomy ; 
(4) Physiology and Histology; and (5) Sargery. Fina) 
Examination.—Candidates holding L.R.C.S.1., or students 
who have passed Primary Deotal or Third Professional 
Kxamination of the Coilege, £10 10s.; re-examination, 
£5 5s. Fees for Finat Examination of all other 
candidates, £26 5s. ; re-examination, £10 10s. Extra fee 
for Special Examination, £5 5s. Candidates must produce 
evidence of having passed the Primary Dental Examina- 
tion of this College, or the Third Professional Examination 
under the Conjoint Board with the Royal College of Phy- 
sicians in Ireland, or with the Apothecaries’ Hall, or an 
equivalent examination recognised by the College, and are 
required to produce certificates of having attended: (1) the 
following courses of lectures recognised by the College: Dental 
Surgery and Pathology (two courses), Dental Mechanics (two 
courses) ; (2) for two years the practice of a dental hospital 
recognised by the College, or of the dental department of a 
general hospital so recognised ; (3) of having been engaged 
during four years in professional studies ; and (4) of having 
received three years’ instruction in Mechanical Dentistry 
from a registered dentist. Candidates holding a diploma 
in Surgery shall be admissible to the Final Denta) 
Examination on prodacing certificates of baving attended = 
(1) one course of Lectures on Dental Sargery and 
Pathology ; (2) one course of Lectures on Dentab 
Mechanics ; (3) for one year the practice of a Dental 
Hospital recognised by the College, or of the Dental Depart- 
ment of a General Hospital so recognised, where sucb 
attendance has been subsequent to the date of diploma 
(this remission (3) has been made on the understanding 
that the surgeon devotes his whole time to dental work); ara 
(4) of having been engaged during a period of not less than 
two years in acquiring a practical familiarity with the details 
of Mechanical Dentistry under the instruction of a 
registered dentist. The following are the subjects of 
examination: Dental Surgery, Theoretical (including Dental 
Pathology), Clinical, and Operative; Dental Mechanics, 
Theoretical, Clinical, and Practical (including the Metallurgy 
of the workshop). Examinations for the Licence in 
Dentistry sine curriculo : The Council has power to admit 
to examination, sine curriculo, candidates whose names are 
on the Dental Register, published under the direction of 
the General Medical Council, and who are unable to furnish 
the certificates required by the foregoing regulations, on 
presentation of a special schedule of application. 


2 Candidates educated in England or Scotland are admitted to the 
Primary Dental Examination on the production of the certificates that 
would be necessary for both Primary and Final Examinations in their 
own countries. 

3 Candidates who have passed in Chemistry and Physics at a First 
Professional Examination under the Conjoint Board with the Royal 
College of Physicians in Ireland, or with the Apothecaries’ Hall, or an 


equivalent ination, recognised by the College, are exempted from 
examination in these subjects at the Primary Dental na- 
tion. 
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TEACHING INSTITUTIONS. 
ENGLAND. 

Dental Hospital of London and School of Dental Surgery, 
Leicester-sguare.—The school was founded to provide the 
special dental education required by the Royal College of 
Surgeons for the licence in Dental Surgery. The general 

rt of the curriculum may be taken at any general hospital. 
The hospital is open from 9 A.M. to 4 P.M., there being 
one staff for the morning and another for the after- 
noon of each day. ‘There is a good mechanical laboratory, 
and opportunity is afforded students of gaining prac- 
tical experience in taking models and fitting dentures into 
the mouth. The demonstrators at the commencement of 
each session give a course of lectures on Operative Dental 
Surgery. ‘The five house surgeoncies are held for one year 
each, and are open to all qualified students. The lecturers, 
in addition to their lectures, give special demonstrations on 
the Microscopy of Dental Anatomy and Dental Surgery. The 
lecturer on Dental Mechanics also gives practical demonstra- 
tions in the mechanical laboratory. A scholarship of the 
value of £20 has been founded by Sir Edwin Saunders and 
will be awarded to the student who has obtained the highest 
aggregate number of marks in the five class examinations— 
viz., the four Lecturers’ Prizes, the Operating Prize—and in 
additional special vird-voce examinations in Practical 
Dentistry. Prizes and certificates are awarded by the 
lecturers for the best examinations in the subjects of their 
respective courses, at the end of the summer and winter 
sessions. A prize of the value of 5 guineas is given 
by Messrs. Ash and Sons for the best essay on some 
surgical subject connected with Dental Surgery. The con- 
ditions under which this prize is to be competed for are the 
same as those for the Saunders Scholarship, with this excep- 
tion, that the papers are to be written in the hospital during 
the summer session. Consulting Physician: Sir Richard 
Quain, Bart., F.R.S., M.D., F.R.C.P., LL.D. Consulting 
Surgeon : Mr. Christopher Heath, F.R.C.S. Consulting Dental 
Surgeons: Mr. T. Arnold Rogers, M.R.C.S., L.D.S., and 
Mr. Smith Turner, M.R.C.S., L.D.S.  WUental Surgeons : 
Leonard Matheson, L.D.S.; E. Lloyd Williams, L.R.C.P., 
M.R.C.S., L.D.S., L.S.A.; W. B. Paterson, F.R.C.S., L.D.S. ; 
W. H. Woodruff, L.D.S. and A. Clayton Woodhouse, 
5 Assistant Dental Surgeons: J. F. Colyer, 
.C.P., M.R.C.S., L.D.S.; C. F. Rilot, L.R.C.P.,M.R.C.S., 
.; H. Baldwin, M.R.C.8., L.D.S8. ; H. Lloyd Williams, 

L.D.S.; W. H. Dolamore, L.R.C.P., M.R.C.S., 

ercy Smith, L.R.C.P., M.R.C.S., L.D.S.; G. Hern, 
.P., M.R.C.S., L.D.8.; J. G. Turner, L.R.C.P., F.R.C.S8., 
; Russell Barrett, L.R.C.P., M.R.C.8., L.D.8.; Ashley 
ham, L.R.C.P., M.R.C.8., L.D.S.; N. G. Bennett, 
.. M.B., L.D.8.; and D. P. Gabell, L.R.C.P., MK.CS., 
.8. Anesthetists: Dudley W. Buxton, M.D., B.S. Lond., 
.C.P. Lond.; Frederic W. Hewitt, B.A., M.D. Cantab.; 
r Braine, F.R.C.S.; and Henry Davis, M.R.C.S., 
; Assistant Anwsthetists: George Rowell, F.R.C.S. ; 
Bridger M.D.; R. Turle Bakewell, M.B. Lond. 
.R.C.P., M.R.C.S. Demonstrators: H. J. Stevens, L.D.S. ; 
. S. Nowell, M.A. Oxon, L.D.S.; H. Austin, M.D. Lond., 
.D.S.; K. Herzchell, L.D.S. Medical Tutor : D. P. Gabel}, 
-R.C.P., M.R.C.S., L.D.S. ; Curator of Mechanical Labora 
W. E. Fletcher. Lecturers.—Dental Anatomy and 
Physiology (Human and Comparative): Charles Tomes, ¥.R.5., 
M.A. Oxon, M.R.C.S., L.D.8., on Wednesdays and Saturdays, 
at 8 a.m. (Summer). Dental Surgery and Pathology: 
Storer Bennett, L.R.C.P., F.R.C.S., L.D.8., on Tuesdays 
and Fridays, at 8 A.M. (Summer). Mechanical Dentistry: 
E. Lloyd Williams, L.R.C.P., M.R.C.S., L.D.8., L.S.a., 
on Wednesdays, at 5 P.M. (Winter). Metallurgy in 
its Application to Dental Purposes: Dr. Forster Morley, 

.. F.LC., F.C.S., on Thursdays, at 5 p.m. (Winter). 
During the sessions the surgeons of the day will 
give demonstrations at stated hours. The house surgeons 
attend daily while the hospital is open. Fee for 
two years’ hospital practice required by the curriculum, 
including lectures, £50 in one payment, or 50 guineas in 
two yearly instalments. The curriculum requires two years 
to be passed at a General Hospital ; the fee for this is about 
£55. Both hospitals can be attended simultaneously. The 
Dean, Mr. Morton Smale, attends at the hospital every 
Wednesday morning from 10 to 12, and daily from 5 P.M. to 
6 p.m. from Sept. 28th to Oct. Ist, and from April 29th to 
May 3rd, or he can be seen by appointment. Letters to 
be addressed—40, Leicester-square, ‘‘to be forwarded.’’ 

National Dental Hospital and College.—Winter Session, 
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1897-98, commences on Oct. 4th at the new building at the 
corner of Great Portland and Devonshire streets, W.—Con- 
sulting Physician: Sir W. H. Broadbent. Consulting Surgeon: 
Mr. Christopher Heath. Consulting Dental Surgeon: Sir 
Edwin Saanders. Honorary Visiting Physician: Dr. 
James Maughan. Honorary Visiting Surgeon: Mr. E. W. 
Roughton. Dental Surgeons: Mr. F. H. Weiss, Mr. A. 
Smith, Mr. M. Davis, Mr. T. G. Read, Mr. Rushton, 
and Mr. C. W. Glassington. Assistant Dental Surgeons : 
Mr. W. Weiss, Mr. E. Beverley, Mr. W. H. Wheatley, 
Mr. H. J. Relph, and (vacancy). Anesthetists: Mr 
C. H. Cosens, Dr. Flux, Mr. C. J. Ogle, Mr. G. E. 
Norton, Dr. J. Maughan, and Dr. Harold Low. Lec- 
turers (winter), Dental Anatomy and Physiology : Dr. J. W. 
Pare, Tuesdays and Thursdays, 5 P.M., in October, 
November, and December. Operative Dental Surgery : Dr. 
George Cunningham, Mondays, 6.30 P.M., in October, 
November, and December. Dental Materia Medica and 
Therapeutics : Mr. C. W. Glassington, Tuesdays, 7.30 P.M., 
in October, November, and December. Dental Metallurgy : 
Dr. W. Lapraik, Tuesdays, 7.30 P.M., in January, February, 
and March. Dental Mechanics: Mr. H. Rose, Mondays, 
7 P.M., in January, February, and March. Summer—Dental 
Surgery and Pathology, Mr. Hopewell Smith, Mondays 
and Thursdays, 6 P.M., in May, June, and July. Elements 
of Histology: Dr. J. Maughan, Mondays and Thursdays, 
5 p.M., May, June, and July. The hospital is lighted 
throughout by electricity and warmed and ventilated by 
approved methods. Clinical Lectures and Demonstra- 
tions are given from time to time, and each student 
on entering passes through a preliminary course under a 
demonstrator. The stopping rooms have accommodation 
for sixty chairs. Dresserships in the extraction rooms 
are rearranged every three months. An Entrance Exhi- 
bition, of the value of £15, is open for competition at 
the commencement of each summer and winter session. 
Prizes in medals are open for competition at the end 
of each course of lectures. Certificates of honour are given 
in each class. The Rymer Medal for General Proficiency, 
value £5, is awarded annually to the most meritorious 
student ; and the Ash Prize, value £3 3s., for a Thesis 
on a subject in Dental Surgery. Total fee for the Special 
Lectures and Hospital Practice required, 40 guineas. Single 
Courses: Dental Anatomy and Physiology, Dental Surgery 
and Pathology, Dental Mechanics, Dental Metallurgy, 
Dental Materia Medica, Demonstration of Dental Mechanics, 
£5 5s. each. Operative Dental Surgery, £3 3s. Hos- 
pital Practice to registered practitioners by special 
permission of Committee, twelve months, £15 15s. The 
Committee also consider applications from medical men 
who may desire to attend the Anrsthetic Room for a 
course of instruction in Nitrous Oxide administration. Infor- 
mation respecting the Hospital Practice and the College may 
be obtained from the Dean, Mr. Sidney Spokes, who attends 
at the Hospital, Great Portland-street, on Tuesday mornings. 

Guy's Hospital.—The work of the Dental Department 
begins daily at 94.M. both in the extraction rooms and 
in the conservation room. The Extraction Rooms : Patients 
are admitted between 9 and 10.30 A.M., and are seen by 
the dental surgeon for the day, the dental house  sur- 
geon, the assistant dental house surgeon, and the dressers. 
Such cases as are suitable for conservative treatment are 
transferred to the conservation room, taking with them a 
dental chart to indicate the treatment required. The Con- 
servation Room: This room is open from 9 A.M. till 5 p.m. 
There are fifty Monson chairs for the use of the Dressers, 
who, under the supervision of the Staff, perform the various 
operations of Dental Surgery. The members of the 
staff attend every morning and on certain afternoons 
in the week to give demonstrations and otherwise assist 
students in their work in the Conservation Room and 
Mechanical Laboratory. Dental students have the oppor- 
tunity of attending concurrently at this hospital the two 
courses of instruction required by the examining board 
for the L.D.S. Eng., viz., the special lectures and prac- 
tice of the Dental Department and the general lectures and 
practice of the Medical School. The fees for these two 
courses may be paid separately or together, or they may be 
combined with the fees required to be paid for the course 
for a medical diploma. Students who enter for a medical 
as well as a dental diploma are allowed to pursue their study 
of Dentistry during any period of their medical course 
most convenient to themselves without further charge. An 
Entrance Scholarship in Arts of the value of £30 is offered 
for competition annually in September, and prizes of the 
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aggregate value of £35 are awarded for general proficiency 
and skill io Practical Dentistry. Dental stadents are eligible 
for admission to the R2sidential College and enjoy the other 
social privileges of students in the Medical Schoo). 

London Hospital.—Mr. Cunsingham and Mr. Dolamore 
give practical instruction during the winter and summer 
sessions on Mondays, ‘Tuesdays, Thursdays, and Fridays 
at 9 AM. In selecting from candidates for the office of 
Dental Assistant priority will be given to those who have 
attended the greatest number of lectures on Dental Pathology 
and Surgery, and have also been the most punctual in attend- 
ance in the dental department. A class for special instruc- 
tion in filling teeth will be formed each term. Candidates 
for Dressersnip must undertake to attend regularly on Mon- 
days and Thursdays, or on ‘Tuesdays and Fridays, for three 
months, and to follow the practica'! course of demonstrations. 

Mason College, Birmingham.—‘The teaching of Dentistry is 
undertaken by the Mason College, acting in association with 
the Birmingham Dental Hospital and the Birmingham Clinical 
Board, sothat the students may fully qualify themselves for 
the Dental diploma of the Royal Colleges. There is a special 
and well-equipped Dental Museum and Laboratory. Special 
courses of lectures are delivered on Medical and Surgical 
Diseases of the Mouth, &c., and there is a special cotrse of 
Practical Dental Histology and Pathology. An Entrance 
Exhibition, value £15 15s, is awarded annually at the 
commencement of the winter session. Medals and honour 
certificates are awarded annually in the various classes. 

Liverpool Dental Hospital, Mount Pleasant.—The Liverpool 
Dental Hospital, founded in the year 1864, combines the work 
of a most useful charity with all the advantages of a dental 
school recognised by all the licensing bodies of Great Britain 
and Ireland. ‘I'he increased facilities provided by the recent 
extensive additions and alterations have more than fulfilled 
the most sanguine anticipations of the committee and 
staff, and students have been quick to avail them- 
selves of the increased accommodation and conveniences. 
Special attention has been paid to the ventilation and 
lighting ; the electric light alone is employed for operating 
during the evening. Each chair has been provided with a 
specially constructed canting pendant which can be fixed at 
any angle. The chairs are of the well-known Morrison 
pattern, which, together with other fittings and fixtures, 
render this room one of the finest in the kingdom. There 
is an abundant daily supply of patients. Over 23,000 
cases were treated during last year. The hospital staff 
consists of twelve honorary dental surgeons, one of whom 
is present each morning and evening. In addition to 
these there are one or more house surgeons to superintend 
all the hospital work and devote themselves to clinical 
teaching, advising and helping the students in their studies. 
Every facility is afforded to students who are anxious to 
acquire proficiency in Dental Surgery and to prepare them- 
selves for the Dental diploma of the Royal College of Sur- 
geons. The fee for the two years’ Dental Hospital Practice re- 
quired by the Royal College of Surgeons is £12 12s., which must 

paid on entrance. Fee as a perpetual student, £15 15s. 
Composition fee for all Lectures: a payment of £50 on 
entrance, or in two equal instalments (one-half on entrance 
and the remainder within twelve months). Fee for General 
Hospital Practice, £10 10s. All communications relating to 
the medical department should be addressed to Professor 
Paterson, Dean of the Medical Faculty, University College ; 
and all communications relating to the Dental Hospital 
should be addressed to R. Edwards, 50, Mount Pleasant. 

Bristol General Hospital.—Mr. Genge gives practical in- 
struction in Dental Surgery at 9.30 A.M. on Mondays and 
Thursdays. 

University College, Bristol. — Dental Students can 
enter for the full curriculum at Bristol. The Lectures are 
delivered at the college. Practical instruction is given at the 
Royal Infirmary by Mr. Ackland and at the General Hospital 
by Mr. Genge, both institutions being recognised by the 
Dental Board of the Royal College of Surgeons of England. 
Full information may be obtained of the Dean of the Medical 
Faculty, Professor E. Markham Skerritt, University College, 
Bristol. 

Owens College, Manchester.—Arrangements have been mede 
for dental students to attend the hospital practice at the 
Manchester Royal Infirmary and the practice at the Victoria 
Dental Hospital. Lectures on special subjects will be given 
in the College as follows :—Winter session : Dental Mechanics, 
Mr. Tanner, Thursday, 4 P.M. Dental Metallurgy, Dr. 
Burghardt. Summer session: Dental Anatomy and Physi- 
ology, Mr. Hooton, Tuesday at 4 p.M., Friday at 2 P.M. 


Dental Surgery, Mr. Campion, Tuesday and Friday, 3 p.m. 
Practical and Operative Dental Surgery, Mr. Whittaker, 
Wednesday: Lecture, 2.30 P.M.; Demonstration, 4 P.M. 
L-ctures in Dental and Practica! Histology, Mr. Headridge. 
Fee for the course £4 4s. Dental practice for two 
years at the Manchester Royal Infirmary, £10 10s. ; 
at the Victoria Dental Hospital at Manchester, £12 12s., 
paid in advance, or £8 8s. for the first year ane 
£5 5s. for the second year. At the Victoria Dental Hospita) 
patients attend at 8.30 A.M. daily, and at 7 P.M. on 
Monday, Wednesday, and Friday. Consulting Physicians : 
Dr. H. Simpson and Professor D. J. Leech. Consulting 
Surgeons: Mr. E. Lund, Mr. F. A. Heath, Professor T. 
Jones, and Mr. J. Hardie. Consulting Dental Surgeons : 
Mr. H. Campion and Mr. G. W. Smith. Dental Surgeons : 
Mr. G. G. Campion, Mr. E. P. Collett, Mr. W. Dougan, Mr. 
L. Dreschfeld, Mr. J. W. Dunkerley, Mr. W. Dykes, Mr. 
W. Headridge, Mr. W. A. Hooton, Mr. I. Renshaw, Mr. W- 
Simms, Mr. W. Smithard, Mr. T. Tanner, and Mr. G. O. 
Whittaker. Assistant Dental Surgeons: Mr. P. A. Linnell, 
Mr. F. W. Minshall, Mr. C. R. Morley, and Mr. C. H. Smale. 
Administrators of Anesthetics: Dr. A. Wilson and Dr. J. P. 
Stallard. Dean: Mr. G. G. Campion. 

University College, Liverpool, School of Dental Surgery.— 
There is a school of Dental Surgery in connexion with the 
Medical Faculty. The curriculum includes Lectures and 
Demonstrations on all the subjects required for the licences 
in Dental Surgery of the Royal Colleges of England, Edin- 
burgh, and Dublin, and of the Faculty of Physicians and Sur- 
geons of Glasgow. In addition, Laboratory courses are con- 
ducted in Dental Histology and Dental Pathology. Practica) 
instruction in Dentistry is given at the Dental Hospital in 
Mount Pleasant. Fees:—A payment of £50 on entrance, oy 
in two equal instalments (one-half on entrance and the re- 
mainder within twelve months), entitles the student to 
attendance on all lectures and demonstrations (medical and 
dental) required for the Dental Diploma of the Royal College of 
Surgeons. The fee for two winters’ hospital practice at the 
Royal Infirmary is £10 10s., and for two years’ denta) 
hospital practice £12 12s. Further information can be 
obtained from the Dean of the Medical Faculty, Professor 
Paterson, University College, Liverpool. 

Devon and Exeter Dental Hospital, Castle-street, Exeter.— 
Established 1880.—The hospital is open daily (Sundays 
excepted), and patients are admitted between the hours of 
9 and 11 a.m. Students attending the practice of the 
hospital must consider themselves strictly under the contro? 
of the medical officers, and must not undertake any operation 
without the consent of the dental surgeon for the day. Hon. 
treasurer, Mr. J. M. Ackland ; Hon. secretary, Mr. Henry Yeo. 


ScoTLAND. 

The Incorporated Edinburgh Dental Hospital and Schoot, 
31, Chambers-street, Edinburgh.—F or the special classes, both 
theoretical and practical, required by dental students the 
directors have secured the services of an efficient staff of 
dental officers and lecturers. There will also be a course of 
demonstrations in Mechanical Dentistry Students wii? 
receive instruction in Practical Dental Mechanics under the 
mechanician. ‘The fee for clinics in gold filling is included in 
the Dental Hospital fee of £15 15s. The minimum cost of 
classes for the whole course of dental instruction amounts to 
£78 13s. 

Dental Hospital and School, Glasgow. —The summer 
session was opened on May 4th, 1897, and the lectures 
were delivered as under :—Dental Surgery and Pathology, on 
Tuesdays and Thursdays, at 8 A.M. J. M. MacMillan, 
L R.C.8. & P. Ed., L.D.5, lecturer. Dental Anatomy and 
Physiology, on Tuesdays and Fridays, at 7 P.M. Dr. 
Wm. Wallace, M.A., M.B., C.M., L.D.S., lecturer. The 
winter session opens gn Nov. @nd, 1897, and the lectures 
will be delivered as under: Dental Mechanics, on Tuesday 
evenings at 7 P.M., beginning Nov. 3rd. Mr. John A. Biggs, 
L.D.S., lecturer. Fee for each of the above courses of? 
lectures, £3 3s. The lectures on Dental Anatomy and Dental 
Surgery are arranged to extend over two summer sessions, 
as required by the Royal College of Surgeons of England, 
thus enabling students to present themselves for examina- 
tion at any of the four Licensing Boards. The fees for 
lectures and two years’ hospital practice amount to £25 4s. 
Intending students before commencing to attend the lectures 
or hospital practice must produce evidence of having passed 
the preliminary examination prescribed by the regulations 
of the General Medical Council for registration of dental 
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students. Dean: Mr. John A. Biggs. Secretary: D. M. 
Alexander, 97, West Regent-street, Glasgow. The hospital 
is open daily from 5 to 7 P.M. (Saturdays excepted). 
Students may enrol at any time, their period of attendance 
counting from date of entry. 

Glasgow Royal Infirmary (Dental Department).—Mr. W. H. 
Gray, L.D.S., attends at the Royal Infirmary at 3 P.M. on 
Mondays, Wednesdays, and Saturdays, and gives a course of 
Dental Surgery on these days in summer. The following course 
in the curriculum can be taken at St. Mungo’s College : Ana- 
tomy, six months ; Practical Anatomy, nine months ; Physio- 
logy, six months ; Chemistry, six months; Practical Che- 
mistry with Metallurgy, three months ; Surgery, six months; 
Medicine, six months; Materia Medica, three months; 
Clinical Surgery, six months; Dental Surgery, six months, 
and attendance for two years on the dental department of the 
hospital. The attendance on the Dental Clinic is free to 
students of the hospital; to dental students, one year, £5 5s. ; 
perpetual, £10 10s. 


IRELAND. 

School of the Royal College of Surgeons in Ireland.— 
Dentistry Professur: R. T. Stack, M.D.Univ Dub.. F.R.C.8., 
L.D.S. Eng., Examiner Royal College of Surgeons, Dentist 
Dental Hospital of Ireland. Arrangements are completed 
for the education of candidates for the Licence in Dental 
Surgery of the College, and the following courses are delivered 
during the session :—Dental Anatomy, Professor Fraser ; 
_— Metallurgy, Professor Lapper. Fee, each course, 


“ Ne quid nimis,” 


THE POSITION OF PSYCHOLOGY IN THE 
MEDICAL CURRICULUM. 


As there is no hard-and-fast line between physiology and 
psychology it follows that in an indirect way psychology is a 
subject upon which every medical student receives some 
instruction and in his knowledge of which he must expect to 
be tested. What is familiarity with the symptoms of many 
cerebral conditions but psychological knowledge? The 
universities demand more knowledge of the subject than the 
licensing bodies, but London University enjoys the distinc- 
tion of being the only examining body in the United Kingdom 
which definitely proposes to test by examination the know- 
ledge of their students in this subject asa separate subject. 
For the study of psycholozy with an eye on the pass list 
there are no books so entirely satisfactory as ‘‘ The Oatlines 
of Psychology ’’ and ‘‘The ‘Teacher’s Note-book of Psycho- 
logy,’ by Professor James Sully, who has served as an 
examiner in mental and moral sciences at the Universities 
of Cambridge, London, and Victoria. In Dr. Savage's 
‘* Manual of Insanity ” will be found special chapters dealing 
with this subject in its relation to insanity. That the 
student will generally pick up in the course of his reading 
upon other subjects sufficient knowledge of practical psycho- 
logy to enable him to employ psychological knowledge in the 
affairs of life, when necessary, is undoubted. But know- 
ledge so obtained is apt to be disorderly, the facts hard to 
find, and the deductions hard to draw. Therefore we 
strongly recommend every medical student during his last 
year of study to make a point of reading at least one of the 
two band-books we have mentioned. 


REPORTED CHOLERA IN BETHNAL GREEN. 


AT this season of the year the very name of cholera is 
enough to strike terror into the minds of most people. Until 
recently we had not heard of any cases, but an inquest was 
held on Saturday last in Bethnal-green which, as reported in 
the daily press, might give rise tosome misgivings. The case 
put shortly was that of a girl, aged seventeen years, employed 


5 p.M., being much collapsed and having suffered from, 
acute vomiting and purging. Medical evidence was given 
to the effect that the girl died from English cholera, and the 
jury returned a verdict to that effect. In the reports- 
which we have seen in the lay press the word English 
was omitted, which naturally makes the case seem: 
more suspicious. We have the best authority for saying, 
however, that the case was one of English cholera, a disease 
which is not so uncommon in the summer as many people 
think, and that the bacteriological examination which has 
been made quite confirms this view. The recent very hot 
weather has given rise to a large amount of diarrhoea, ard 
during the month of July the deaths in London from this 
cause were ninety-nine above the average, while the 
returns for the first two weeks of August show 575 and 62h: 
deaths from this cause. With the return of cooler 
weather the diarrhoea death rate will probably decreace,. 
and at present no uneasiness need be felt as regards an out-- 
break of Asiatic cholera. 


SOME OF THE CHIEF APPOINTMENTS 
HELD BY MEDICAL MEN. 


Medical Officer to the Local Government Board.—This» 
appointment is in the hands of the President of the Locab 
Government Board for the time being, and has hitherto been. 
filled by the promotion of one of the two assistant medical 
officers of that Board. 

Medical Inspectors of the Local Government Board.—These 
appointments also are made by the President of the Local 
Government Board. Qualification and experience in public: 
health are taken into consideration. 

Medica! Officers to Poor-law Districts.—These appoint~ 
ments are made by the guardians of the union or parish ir. 
question, subject to the approval of the Local Government. 
Board, which approval is primarily concerned with the 
medical and surgical qualifications of the persons appointed 
and the locality of their residences. 

Public Vaccinators.—The conditions of appointment are: 
the same as those already described for medical officers of 
Poor-law districts. 

District Medical Officers of Health_—The appointments ave 
made by the urban or rural district council in question, 
subject to the sanction of the Local Government Board, 
which sanction takes account of statutory qualifications, 
salary, area of district, &c. 

County Medical Officers of Health.—The appointments are- 
made by the respective county councils, with whom the 
question in all its details absolutely rests. 

Lord Chancellor's Visitors in Lunacy.—There are twe- 
Visitors in Lunacy nominated by the Lord Chancellor. The 
appointments are usually bestowed on gentlemen who have: 
distinguished themselves in the specialty. 

Prison Medical S-rvice.—T wo medical officers are attachec: 
to each of the ‘‘ first-class” prisons and one to several of: 
the larger ‘‘ second-class” prisons. They are required to- 
devote their whole time to their official duties. The service 
is a small one and vacancies do not often occur. Forms of 
application can be procured from the Secretary to the Prison. 
Department at the Home Office. The salary commences at 

£250 per annum, with free quarters, or an allowance in lieu: 
thereof. 

Medical Officers of the Mercantile Marine.—The Merchant- 
Shipping Act, 1894 directs (Section 209) that every foreign- 
going ship having 100 persons or upwards on board shall 
carry a duly qualified medical practitioner. Ship's medical 

officers, however, are more often appointed under the part of 
the same Act relative to ‘‘emigrant ships.” For the pur-- 
poses of the Act an emigrant ship is defined as one 

which carries more than fifty steerage passengers, and 

a steerage passenger is defined as one who is not a 

cabin passenger. Section 303 provides that a medical 

practitioner sball be carried on board an emigrant ship 
where the number of steerage passengers exceeds fifty, and 

also where the number of persons on board (including cabin 

passengers, officers, and crew) exceeds 300. A medical 

practitioner shall not be considered to be duly authorised 

for the purposes of this Act unless (a) ke is authorised bp 


in paper-sorting, who was taken ill at 1 a.m. and died at 


law to practise in some part of Her Majesty’s dominions,, 
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or in the case of a foreign ship in the country to which that 
ship belongs; and (+) his name has been notified to the 
emigration officer at the port of clearance, and has not been 
objected to by him; and (c) he is provided with proper 
surgical instruments to the satisfaction of that officer. If 
any person proceeds or attempts to proceed as medical prac- 
titioner in any emigrant ship without being duly authorised, 
he shall be liable to a fine not exceeding £100. Surgeons 
in charge of passenger ships should keep a record of any 
sickness that occurs on the voyage, whether among saloon 
passengers, emigrants, or crew, and they are requested to 
report the same to the emigration officer at the end of 
the voyage. The remuneration for these appointments is 
extremely variable, ranging from a free passage to the port 
of destination to a salary of £10 a month during continuance 
in the service. The appointments are of course made by the 
various firms of shipowners and the applicants are some- 
times numerous. 


FACILITIES FOR CLINICAL INSTRUCTION 
IN INFECTIOUS DISEASE AFFORDED 
BY THE HOSPITALS OF THE METRO- 
POLITAN ASYLUMS BOARD. 


Tue study of infectious disease is a very necessary part of 
the student’s curriculum, but it is only within recent years 
that proper facilities have been afforded for taking advantage 
of the valuable material to be found in the fever hospitals 
of the Metropolitan Asylams Board. In former years the 
student had but few opportanities of becoming familiar with 
the natural history of this branch of medicine, and it was 
by no means an unheard-of event for a student to complete 
his career without having seen balf a dozen cases of infec- 
tious disease. ‘That there is still evidence of the state of 
affairs which formerly obtained may be gathered from the 
fact that during 1895 no fewer than 1277 patients, or a per- 
centage on the total admission into the Metropolitan Fever Hos- 

itals of 7°6, were, after admission, found not to be suffering 

rom the di tioned in the medical certificates upon 
which they were removed to hospital, the percentage of 
mistakes at the Eastern Hospital at Homerton being 110 
of the total admissions. At the present time five of the 
admirable hospitals of the Asylums Board—viz., the Eastern 
at Homerton, the Western at Fulham, the South-Eastern at 
Deptford, the South-Western at Stockwell, and the North- 
‘Western at Hampstead, are open under certain conditions to 
students and medical practitioners, while instruction in 
small-pox is also afforded at the small-pox ships in the Long 
Reach, near Dartford. A student desirous of taking a 
course at one of the Board's hospitals, must have completed 
his third year and bave held the office of clinical clerk 
and dresser; he must then obtain the sanction of the 
Medical School to which he belongs and pay a fee of 
*hree guineas for the first three months, and one guinea 
or each subsequent month to the clerk of the board, 
from whom he receives a card indicating the hospital to 
which he is to be attached. At this hospital he must attend 
at stated times for at least two days in the week fora 
minimum period of two months, and on the completion of 
his attendance he receives a certificate from the medical 
superintendent whose lectures and classes he has attended. 
While in the hospital the student places himself under the 
control of the medical superintendent, and is bound to 
observe the regulations in force for the prevention of spread 
of infection. These rules comprise the wearing while within 
the hospital wards of brown holland overalls, consisting of 
coat, trousers, and cap, which are provided by the board, 
and the use of what may be termed a discharge block, which 
consists of an infected room where the overalls are left, a 
lavatory, and a theoretically uninfected room. The students 
-are further required to keep their hair short and to be 
efliciently protected against small-pox. A duly qualified 
medical practitioner has equally to conform to these regu- 
lations and obtain the consent of the medical superintendent 
of the hospital at which he elects toattend. The student 
who attends these courses will obtain a fair knowledge of 
infectious disease, which will stand him in good stead in 
years to come, while he will also get an insight into the 
management of fever hospitals and the methods of dis- 
infection practised therein. 


differ somewhat from the above, as it is necessary for the 
student to reside for from two to four weeks on the small-pox 
ships, where he is provided with rations, apartments, and 
washing at the extremely moderate sum of 12s. per week. 
The student has to travel to and from the hospital ships on 
the ambulance steamer and to furnish himself with a suit 
to which he does not attach much value, in order that it 
may be disinfected or destroyed at the termination of the 
period. If the student can take this course during the 
summer we can promise him, as the result of a personal 
experience, a most enjoyable and instructive little holiday. 


MEDICAL TEACHERS. 


Mr. R. C. B. Kern, B.A. London, first in First Class Honours in 
Classics, assisted by a staff of B.A. and B.Sc. Honour Graduates, pre- 
pares candidates in class and by private Tuition for Medical Prelimin- 
aries, London Matriculation, Preliminary Scientific Inter. Science, 
Hospital Scholarships, First Copjoint, First M.. Oxon. and Camb., 
&c. Chemical and Physical Laboratories. For last four years 91 
London University Successes and 3 Hospital Science Scholarships, &c.— 
Carlyon College, 55 and 56, Chancery-lane, W.C. 

The University Examination Postal Institution prepares candidates 
through the post or personally for all medical examinations. The four 
medical tutors have the M.D. or M.S. degree, three being medalists. 
Preparation also by the other tutors for the Preliminary Arts or 
science Examinations. Bacteriological Laboratory for D.P.H. candi- 
dates. Numerous recent successes.—Apply to the Manager, Mr. E. 8S. 
Weymouth, M.A. Lond., Office, 27, Southampton street, Strand, 
London, W.C. 

M.D., B.S. Lond., prepares for all the Professional Exams. Small 
classes are held for the Final College of Surgeons and Physicians, the 
Hall, the M.D.’s of Brussels, Durham (fifteen years’ standing), Tuition 
by correspondence. — Address, M.D., 23, Wimpole-street, Cavendish- 
square, W. 

Special preparation, in class, privately, and by correspondence, for 
the Triple Qualification, Edinburgh. Also for Fellowship Examinations 
of Royal College of Surgeons, Edinburgh, and M.D. Brussels. Resident 
pupils received.—Address, Class Rooms, 7, Chambers-street, Edinburgh. 

Coaching for Examination (University of Brussels). Also Corre- 
spondence Course for Provincial Practitioners, with practical and 
viva voce work in London before going to Brussels.—Cantab., THE 
Lancer Office, 423, Strand, W.C. 


INSTRUCTORS IN ELOCUTION, &c. 

Professor ALTSCHUL, Ph.D., has made Stammering, Stuttering, 
Lisping, Falsetto, recent or of long standing, due to nervousness, &c., 
irrespectively of age or sex (without any mechanical appliances), his 
special life-long study. The voice greatly developed and strengthened. 
—9, Old Bond-street, W. (Attends at Brighton.) 

Mr. WILLIAM VAN PRAAGH, the public introducer of the Pure Oral 
System of Teaching Deaf Mutes, has made the subject of pont 
and the cure of all Defects of Speech, both acquired and er h 
special study. Papers on the various subjects can be at ll 
Fitzroy-square, W. 

Mrs. Emit Bexyx® gives instruction in Voice Training and treats 
Stammering and other Defects of Speech at 18, Earl's-court-square, S.W. 

Miss Boutrses, 37, Gloucester-place, Portman-square, W., gives 
Lessons in Lip-reading to persons wholly or partially Deat. 


THE SERVICES. 


WE are frequently asked for copies of the examination 
papers set at the competitive examinations of Her Majesty's 
Army and Indian Medical Services, and the following papers 
set at a recent examination may be of service to our readers. 
We omit the questions in Natural Science, which are more or 
less elementary. Three hours are allowed for each paper. 


MEDICINE AND PATHOLOGY (Prorgssorn ANDERSON). 

1. State fully what the symptoms in the following case imply, giving 
the grounds for your diagnosis ; and what anatomical lesions would you 
expect to find in the event of a fatal issue :— 

A baker, aged twenty-six, whose family and personal history in early 
life were good, was admitted into hospital on Jan, Ist, 1897. Six 
years before, after a’ chill, he was seized with fever, profuse 
sweating, and pain and swelling in many joints, large and small. 
The joint affection was erratic—flitting about from joint to joint— 
but when he recovered their shape and mobility were in no way 
impaired. Three years thereafter—having in the interval 
apparently enjoyed excellent health—he began to suffer in an 
increasing degree from breathlessness and palpitation on 
exertion, sometimes accompanied by precordial pain. On 
examining the heart the apex beat was found to be displaced con- 
siderably downwards and to the left of the nipple line, with a 
corresponding increase of the cardiac dulness, and there was a 
murmur at the apex accompanying the first sound, with accentua- 
tion of the second pulmonary sound at the base. Three months 
before admission be became suddenly paralysed on the right side, 
without loss of consciousness. The palsy of the arm and leg was 
nearly complete, that of the face partial, and mostly of its 


The provisions with regard to instruction in small-pox 


lower segment. At the same time he entirely lost the power 
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of speech, although he could read quite well, and understand 
everything that was said to him. A few weeks later the 
following symptoms gradually supervened on the paralysed side: 
increasing rigidity, tremors on exertion, exaggerated deep 
retlexes, and occasional spasms of the affected limbs. 

2. How can hematuria be diagnosed, and what would lead yeu to 
suspect that the lesion was in the bladder and not in the urethra or 
upper urinary passages ? 

. Describe the symptoms consequent upon a lesion involving the 
whole of the right internal capsule, and state what you know of 
oa deviation” of the head and eyes and of ‘‘eariy” and * late 
rigidity.” 

4. How would you treat—(a) Passive congestion of the system due to 
dilatation of the heart; (0) the “night sweats” of pnbthisis; (c) 
myxcedema ? 

ANATOMY AND PHYSIOLOGY (Mr. Maxrys). 

1. Describe the triangular ligament of the urethra. State how itis 
formed and what structures are in relation with it, 

2. Describe the form, position, and relations of the spleen. What 
theories exist as to its function. 

3. Describe the structure of heart muscle. Give an account of the 
theories of its rhythmical contraction. 

4. Give the course and distrioution of the plantar nerves. 


SURGERY (Sir WILLIam Mac Cormac, Bart.). 

1. Give the causes, pathology, and treatment of ankylosis of the 
temporo-maxillary articulation. 

2. What causes may induce hematuria of vesical origin. Omitting 
operative details, give the diagnosis and treatment. 

3. Give the pathology, symptoms, diagnosis, and treatment of 
carcinoma of the large intestine. illustrate your remarks by an 
example of the disease affecting the sigmoid flexure. 

4. Enumerate the causes which may produce thrombosis of the 
brachial artery, and give the pathology, symptoms, and treatment. 


CHEMISTRY AND MATERIA MEDICA (Dr. Norman Moors). 

1. Describe an experiment by which the presence of carbonic acid in 
expired air may be demonstrated. 

How is chlorine made? What are its properties ? 

3. What are the preparations of opium in the Poarmacopcia, and 

what proportion of opium does each contain ? 
ention the chief anthelmintic drugs of the Pharmacopcela. 

State the method of administering each ana the dose of each for an 


ult. 
5. What drugs affect the quantity of the urine, and what drugs affect 
its physical characters ? 


THE BENEVOLENT AGENCIES OF THE 


PROFESSION. 


ALL who belong to the medical profession should support 
the benevolent societies which minister to those in need in 
that profession, but students may rightly think that the sup- 
port of such charities as well as their management should be 
left to their seniors; for whereas most students look to 
their friends and guardians for pecuniary support, to invite 
them to contribute to these medical charities 1s to ask their 
seniors to add to the subscriptions which they already send. 
But nowadays a fairly large section of the medical students, 
we think, are older men possessing independent means. To 
the notice of these we beg to bring the charities of the pro- 
fession. All do good work on smal! incomes, all want further 
support, and all are economical in their management. 

Before mentioning the general benevolent societies of the 
profession who ask for aid we may perhaps be pardoned if 
we direct attention to 

Tae LANCET RELIEF FUND, 
founded in 1889 by the proprietors of THe LANCET. Year 
by year in the month of January the proprietors of Hx 
LANCET provide a sum of at least £300, which is adminis- 
tered free of cost, for the purpose of affording immediate 
pecuniary assistance to medical men, or their widows and 
orphans, in cases of distress and emergency, by the grant of 
money by way of loans free of interest, or gifts, as the 
circumstances of the various cases may require. The fund 
has for its almoners the Presidents of the Koyal Colleges of 
Physicians of London and Surgeons of England, the President 
of the General Medical Council, and the Proprietors of 
THE LANCET, with Sir Henry Pitman, M.D., F.R.C.P., as the 
honorary auditor. Applicants must satisfy the almoners of 
the fund that they are qualified under the following regula- 
tion: ‘The recipients shall be such persons as satisfy the 
almoners that they possess one or other of the following 
qualifications—that is to say: (a) That the applicant holds 
a registered medical qualification, and that he has fallen into 
pressing need of immediate pecuniary relief; or (b) that 
they are persons who have been, previously to the date of 
application, legitimately dependent upon some person hold- 
ing a registered medical qualification, and that they have 
pressing need of immediate pecuniary relief.” Application 


forms may be obtained from the secretary. Mr. Edward 
Davies, THE LANCET Offices, Strand, London, W.C. 


THE Britris# MEDICAL BENEVOLENT FUND. 


The objects of this fund are twofold: (a) for the relief of 
medical men in temporary difliculty or distress and for their 
widows and orphans ; and (2) for granting annuities to those 
who are quite incapable of providing for themselves after 
sixty years of age. Subscriptions for these objects may be 
sent to the treasurer, Sir W. H. Broadbent, Bart., M.D., 
F.R.C.P. Lond., 84, Brook-street, Grosvenor-square, W. > 
Dr. Samuel West, hon. financial secretary, 15, Wimpole- 
street, W.; and Mr. Joseph White, hon. secretary (cases), 
6, Southwell-gardens, Kensington, 5.W. The committee 
meet on the second Tuesday of every month except. 
August. Applications are made by means of a form, 
which, when filled up by or on behalf of the appli- 
cant, must be signed by a subscriber (subscribers of 10s. 
and upwards and donors of £5 in one sum are entitled to 
this privilege), and should be sent, together with two or more 
letters of recommendation (one of which at least must be 
from a medical man), to Mr. Joseph White, on or before 
the Friday previous to the meeting of the committee. Forms 
of application for immediate relief may be obtained from 
any of the hon. secretaries. 

RoyAL MEDICAL BENEVOLENT COLLEGE, Epsom. 

This College was established in 1855 to provide pensions 
for aged medical men and the widows of medical men 
in reduced circumstances. ‘The school is open to all 
classes, but the sons of medical men receive special advan- 
tages. There are fifty pensioners, who receive annuities of 
£30, with the exception of a few still occupying rooms in the 
asylum, who receive £21. There are also eight Pugh 
pensioners, who receive £30 a year each. There are also 
annuities for aged daughters of medical men. Pensioners 
must be legally qualified medical men, who have been 
for five years registered medical practitioners, or the 
widows of such. They must not be less than sixty years 
of age at the time of their application for admission as 
candidates, and their yearly income must not exceed £60. 
The school, generally known as ‘‘ Epsom College,” contains 
about 250 pupils, 50 of whom, being the Foundation 
scholars, are educated, boarded, clothed, and maintained at 
the expense of the institution ; while the remainder are 
charged £60 a year each for an education of the highest. 
class, board, lodging, and washing. Boys who are not the 
sons of medical men pay £70 a year. There are also day 
scholars ; boarders in the headmaster’s Louse, and a few (six 
under fifteen years of age) are taken by Mr. E. Norman 
Gardiner. For school prospectus apply to the bursar at the 
College, Epsom. Foundation scholars must be elected from 
among the necessitous orphans and sons of such medical men 
as would be professionally qualified for pensionerships. They 
must be fully eight years old when proposed as candidates, 
but no boy can be elected on the Foundation whose age 
exceeds twelve years on May lst preceding the date of 
election. ‘here are nine perpetual presentations for female 
orphans of medical men and one open to those who are not. 
orphans to the school of St. Anne’s Society. Donors of ten 
guineas are life governors of the College; subscribers of one 
guinea annually are governors during the continuance of their 
subscriptions. All subscriptions are due in advance on 
Jan. lst in each year. Any information with regard to the 
details of the institution will gladly be communicated to 
parties addressing inquiries to the secretary, Mr. J. B. 
Lamb, at the office of the College, 37, Soho-square, where 
subscriptions and Conations will be thankfully received. 
Subscriptions will also be received by the treasurer, Dr. 
Constantine Holman, J.P. 


SociETY FOR THE RELIEF OF WIDOWS AND ORPHANS OF 
MEDICAL MEN. 

This society is really a provident as well as a benevolent 
one. By the small annual subscription of two guineas mem- 
bers are able, should necessity unfortunately arise, to protect. 
their own families from destitution, and benefits are con- 
ferred upon those left in indigent circumstances. All legally 
qualified members of the profession residing within a radius 
of twenty miles from Charing-cross are eligible for proposal ; 
the mode of admission is by ballot. Proposal papers and 
other communications for the court of directors should be 
sent to the secretary three weeks before the first Wednesday 
in the months of January, April, July, and September. 
Farther information can be obtained from the secretary, 
Mr. J. B. Blackett, at the office, 20, Hanover-square, W. 
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OUR CURRENT NUMBER 
Being almost exclusively devoted to information especially 
interesting to Students, we are necessarily compelled to 
defer the publication of communications on other tm- 
portant subjects. 


Co., Lond.; Anderson's College Lond ; F. W. H., Lond. 


N.—Nurses’ 


Birmingham, ‘Dean of | 
Lond., 
Secretary of ; Mr. W. J, Naismith, 
St. Andrews, N.B. 
0.—Dr. T. Oliver, Newcastle-on- 
Tyne. 


oa Hospital, Secretary of; 


School of Medicine, Dean of; St. 
Mungo’s College, Glasgow, Secre- 
tary of; Mr. P. H. stirk, Ton- 
bridge; Messrs. Street and Co., 
Lond.; Dr. H. Batty Shaw, Oban ; 
Mr. R. G. Style. Lond.; Smedley's 
Hydropathic Establishment, Mat - 


: | : We tender our best thanks to those gentlemen who have at con- | p_pr. B A. Peters, Lond.; Pep- ‘0%: Secretary of; Sunderland 
siderable personal trouble kindly supplied us with the tenzyme Co, Lond.; Pegamoid | Borough Asylum, Secretary of 
tT returns and prospectuses upon which the information given Mr. A. Stenhouse. Glasgow ; St. 
in this Students’ Number of LANCET relative to the | Auckland, N.Z, oad (151), Bromley. 
various medical examining bodies, hospitals, and medical | Q—Queen Margaret's College, L. A. Tallerman, Lond.; 
Glasgow ; Quintus, Lond.; Que | Transvaal, Lond.; T. G., Lond. 
1s schools of the United Kingdom is based. We regret that Coltege, & Cork, Secretary of. | v—Dr. ©. B. Voisey, Lond.; Veru- 
wn some cases, however, owing to proofs having been either | p wr. 7. 1. Read, Folkestone; Review, Editor of. 
’ , not returned at all or too late, certain inaccuracies wiil be Rio Chemica! Co , Lond.; Messrs. |W =O. A. B. Wright, Swanage; 
H } found. Robertson and Scott, Edinburgh ; | BE. Wilmshurst, Retford; 
j Oya urrey unty Huspita! am ospita!l, Secretary of; 
TO ADVERTISERS. | Westminster Hospital, Lond., 
Oning to the pressure on our advertisement columns this week 
i t many announcements have unavoidably been held over. Letters, each with enclosure, are also 
acknowledged from— 
Rua ? A—Mr. H. Astley, Portobello; A, L.—Mr N. Longmore, Woolston ; 
i} Communications, Letters, &c., have been ‘Lond.; Anther, Lond ; Abstainer, London | Temperance Hospital, 
received from— ay Ajax, Secretary of. 
lf A.—Dr. J. Altschul, Lond.; Messrs. J. Ferrin, Barcelona ; M.—Dr. Moncur, Bishops Castle ; 
dj Allen and Hanburys, Lond ; T. R. Fraser, Brechin; Dr. | B.—Mr. W. Bernard, Lordonderry; “Mental, Stratford - in-the- Vale; 
Anglo Swiss Condensed Harpenden ; Fortiter, | Brin’s Oxygen Co. Bristol Mr. §. Mackey, Hodnet ; Dr. W. 
Murrell, Lond.; Medicus, Black- 


Medical School, Glasgow, Se re- . Baker,” Ri'mingham; hurn; Meddyg, Lond.; Dr. T. K. 

tary of; Mr. J. W. Arrowsmith, Birmingham and Midland Hos- Monro, Glasgow ; Menzies, Work- 

‘ if Bristol; Messrs. Armour and Co., | Blofield: pital for Skin Diseases, sop; Mr. ullen, Salford; 

it Lond. R. W. Greeff and Co., Loud N.C 

H.—Mr. M. Hime, Donegal: Dr. Reaumont, Margets; Messrs.  Marine,Lond.; Medicus, Sheffield; 

H Messrs Brady aud Martin EW. Haydon, Leic Mr. B as. Medical Journa!. Pro- 

Aes Rav, H by; a. D. ar. ietors of; M.. Lond.; Medical 

ih Buchanan, Buxar, India; Mr. | come, and Co., Lond.; B., West |N.—National Provident  Institu- 
Sua E. A. Barton, Lond.; Mr. B.T. A. | E Malling; Mr. M. Buchner, Lond. _ tion, Lond., Secretary of. 


Dr. -H. Chariton | Manchester; Hunting ton County 


Hospital, Secretary of 


C.—Mr. W. Crooke, 


0.—Old Park Hall Retreat, Walsall, 


Bastian, Lond; Mr. Cb Secretary of 
Baumann, Switzerland; r. | rs apman, Lond cero, 
t . L—Messrs. Irving, Son, and Jones 
C.J. Bennetts, Cornwall; Barony | athe Lond.; Mr. Small p—pri . Lond.; Peri Lond.; 
Parish Council, Glasgow, Clerk | of Chemists, | "Rigg; Mr. J. tus, Lond.; 


of; Blackburn and Kast Lan- 


cashire Infirmary, Secretary of. | J.—Mr. W. Jackson, Birmingham ; 
J.D.M, Lond, 


} 
aie, Rickmansworth Mr. | 
. Cantwell, Lond layton 
tary of; Mr. @. A. Critchets, | Lunatic Asylums, Victoria Aus 
; Mr. B. Connell, Karding- | mepector 

| Lewis, Lond; London Medical 


ton; Cortland Wagon Co., Lona ; Mission, Superintendent of ; Mr. 


man, Pearston, Cape aku Dr. 


Crabb, Lond; Dr. T. Colvin, 


Infirmary, Treasurer of. 


ham; E., Middlesboro’; Dr. C. 
Elgood, Windsor; Excelsior, 
Loud.; Dr. O Eaton, Exmouth. 


E.—Mr. J. A. Kyton-Jones, Wrex- | 


Mr. T. Querney, Collingham. 


Glasgow; Mr. J. N. Cregeen 
.—Prof. W. H. | geen, R.—Mr T. Russell, Alderley Edge ; 
K—Dr. L. Kidd, Lond; Keltie Messrs. T. Coristy Mr. R. Roberts, Llanddeusant ; 
te Secretary of; Messrs. R. Crooks | Products, Ltd, Dunning; Dr. and Co., Lond. Mr. H. B. Roberts, Ludlow; 
and Co., Liverpool; Mr. C. | W. Kiogdon, Sussex; Mr. | D,—Dunelm. Lond.: Dorset,Iond.; | Rusticus, Lond.; Herr3.Radlaeur, 
Cartice, R.C.B Kerin, Lond. Doctor, York; Dundee Royal Berlin. 


.$.—Mons. H. Le Soudier, Paris; 
Sunderland Infirmary, Secretary 
of; Shaftesbury Uaion, Clerk of ; 
Supremus, Lond.; Southport 
Infirmary, of; Salus, 
Lond; Mr. B Smallman, 


Mrs. EK. M. Champness, Roch- W. W. Lei 
gb, Trebarris ; Messrs. 
Dr. W. H. Carruthers, | Laidlaw and Sandeman, Gala- | F.—Dr. R. Hyderabad, | Lon. 
alton. | sbiels, India; F. W. T., New Cross. Sprott, 
©.—Mr. F. Deighton, Cambridge ; | |M.—Dr. A. Macfadyen, Lond.; Mr. M. H, ridding; Messrs. Salamon and 


Dundee Medical Liwrary, Assist- 
ant Librarian of; Dundee Royal 
Infirmary, Medical  Superin- | 
tendent of; Mr. A. B. Davies, | 


C. Murphy, Lond.; Medical Officer 
of Health, Hove; "Mr. Middle- 

brooke, Warboys: Dr. W. Mackie, 
Elgin; Mr. J. ew Black. 


G.—Gonion, 
Lond.; @ 


Trent; Mr. A. S Hanson, Titeh- 
field, Mr. T.G Horder, Cardiff; 


Co., Rainham; Scapula, Lond. 


H.—Mr. A. Humphrey, —Mr.G. M. E. Thorp, Stourport ; 


Mr. J. D. Tiplady, Tow Law. 


Manchester; Dr. J.T. R. Davieon, 
Buenos Ayres; Mr. W. H. Daw, Mr. B. Huxley, Lond.; Mr. M.C. | V.—V. B. W., Lond. 
Lond.; Mr. M.A.Digby,Lowestoft. | wiirznurg, Germany: Mime, Buncrans. | W.—Mr. C. Webb, Margate; Mr. 
Murebisun, 'sleworth; Man- | I.—Messrs. Idris and Co., Lond. Wilson. Port St. — => 
Lond.; Messrs. Eason and Son, | chester Chiliren’s Hospital, | W., Lond. Mi Webs! 


Pendlebury, Secretary of; Mr. 


C. Bvans, West y 
R. H. Mills-Roberts, Llanberis ; 


Dublin; Dr. 
Rarle, 


Norwood; Mr. H. 


| 
€.—Messrs. Evans and Wormull, | 


Lond.; Kucalyptus, “Lond. Manchester Royal Infirmary, 


A. C. Kemble, Winchfield. 


K.—Dr. R. L. Knaggs, Leeds; Mr. | 


PRICE SEVENPENCE. 


1 EVERY FRIDAY. THE LANCET. 
SUBSCRIPTION, POST FREE. ADVERTISING. 
} To THE COLONIES AND ABROAD. Books and Publications .. Seven Lines and under 20 6 @ 
One Year. One Year ... £1 14 Official and General announcements Ditto 060 
Trade and Miscellaneous Advertisements Ditto 04 


Six Months... .. .. 016 3 Six Months... ... 
Three Months ... .. 0 8 2 Three Months ... ... 0 
putnatetions (which may commence at any time) are payable ts | 


For Tae Unitrep Kinepom. 
12 6 | 


: 


~ in eltad and novel feature of “Tas Laycet General ame is a specia! Index to Advertisements on pages 2 and 4, which act only 
efords a ready means of finding any notice, but is in itself an additional advertisement. 
should be delivered at the Office not later than Wednesday, accompanied by a remittance. 


Advertisements (te ensure insertion the same week) 


=) 


&o., sent to the Office in reply to Advertisements; copies only 


Answers are now received ac this Office, by special arrangement, to Advertisements appearing in Tas Lancer. 
testimonials, 


er cannot bold bimself bis for the return of 


The Manag: 
chould be forwarded. 


Cheques and Post Office Orders (crossed ‘* London and Westminster Bank, Westminster 


Branch”) should be made te 


be addressed. 


<Qoop, Manager, THz Lancet Office, $23, Strand, London, to whom all letters relating to Advertisements or Subscriptions should 
LanscstT can be obtainea at all Messrs. W. H. Smith and ae other Kailway Bookstalls throughout the United Kingdom. Adver- 


Tas 
<lsements are also received by them and all other Advertising 


Agent for the Advertisement Department in France—J. ASTIER, 8, Rue Traversiere, Asnieres, Paris. 
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